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As indicated on the title-page, tlie subjects treated of in 
this book constituted in a more extended form a series of 
Lectures delivered to the Class of Civil Engineering and 
Mechanics in the University of Glasgow during the latter 
part of session 1872-73. 

Shortly after the death of Professor Eankine, the 
author was appointed to conduct the class referred to 
during the Professorial vacancy; and the various sub- 
jects treated of formed part of the complete course as 
entered in the syllabus of the class. 

It having occurred to the author that a carefully- 
revised abstract of these Lectures might be of use to 
students and others studying the various subjects treated 
of, the work as contained in the following pages is the 
result. 

The subjects have been treated of as concisely as pos- 
sible, numerical illustrations being occasionally given to 
assist the reader. 

Various authorities have been consulted in the prepa- 
ration of the present work ; amongst others, 

Professor Eankine's Works ; 

Moseley's Engineering and Architecture ; 

Fairbaim's Mills and Millwork ; 
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IV PBEFAGE. 

Deschanel's Natural Philosophy, by Prof. Everett'; 
Shipbuilding in Iron and Steel (Reed) ; 
Transactions Inst. Civil Engineers ; 
Transactions Inst Engineers and Shipbuilders in 

Scotland ; 
Transactions Inst. Naval Architects ; 
Eeport (British Assoc.) Sea-going Qualities of 

Ships, 1869 ; 
Annual of the Royal School of Naval Architecture 

and Marine Engineering ; 

and the various Engineering and Scientific periodicals, &c. 

W. J. M. 

Glasgow, October^ 1874. 
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PRINCIPLES OF MECHANICS. 



ENEEGY. 

The xneaning of the term energy is capacity for performing 
work, or of overcoming resistance. This term has been 
further distinguished as follows : — 

1. Potential energy, which means a capacity or ability to 
perform work in virtue of position. 

Example. — A weight of 10 lbs. placed at a height of 10 
feet above the ground, is said to have 10 x 10 foot pounds 
of potential energy. 

2. Actual energy, or the capacity of performing work 
in virtue of motion against a resistance. This term applies 

to moving bodies, and is expressed by the symbol -^ — , 

where W represents the weight of the body in lbs., v the 

velocity of feet per second, and ff equal to the force of 

gravity at the earth's surface ; or generally, ^ = 32 • 2. 

Example, — A body weighing 10 lbs. is moving with a 

velocity of 10 feet per second; then the actual energy of 

10 X 10^ 
the body is = ^ — ooTo = 15-5 foot pounds. The symbol 

^ represents the height through which a body would 

fall to acquire the velocity v. 

The general expression of the law of energy is, that 
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2 PRINCIPLES OF MECHANICS. 

where energy is exerted work is performed, and may be 
expressed by symbols as follows : — 

P X « = R X «i, or j P i a = I R dgj, 

where P represents the effort applied, and 8 the space 
through which the effort moves ; R the resistance over- 
come, and 8i the space through which the resistance is 

driven. The expression | F(Za= | R (2 Si means that the 

total energy exerted is equal to the total work performed, 

and may be represented by a diagram; the symbol j 

indicating the summation of the term to which it is 
attached. 

The total resistance overcome is made up of the useful 
work done, the resistances such as friction, and the resist- 
ance due to the mechanism of the machine. 

Example, — If a weight of 100 lbs. be raised through 10 
feet by means of a simple combination of cord and pulley, 
P X s = S R X 8i, where S R x «i represents the sum of 
the resistances, viz. the weight to be raised multiplied 
by the height through which it is raised, and the friction 
of the pulley multiplied by the distance through which 
that friction is overcome. 

Work is measured by foot pounds, a foot pound being 
one pound raised through a distance of 1 foot ; and if we 
express the rate at which this work is performed, we 
have one pound raised through 1 foot in one second. Thus 
550 lbs. raised through 1 foot in one second, is what ie 
called one horse-power, or 550 foot pounds of work per- 
formed per second. 

Work perfoimed then represents energy exerted, or 
jpower. 
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Energy is transmitted through the medium of machines. 

The power of a machine is the measure ot the energy- 
exerted, 

And the term horse-power is the rate at which a given 
quantity pf work is performed. 

PEIME MOVEES. 

Prime movers are machines or appliances whereby we 
are enabled to utilize energy. These may be classed as 
follows i-r—lst; Animals ; 2nd, Water Wheels and Water 
Engines; 3rd, Windmills; 4th, Steam, Heat, and Gas 
Engines ; 5th, Electro-magnetic Engines. 

In these machines energy is said to be exerted through 
various forms of potver, as 1st, Muscular Power; 2nd, 
Water Power; 3rd, Wind Power; 4th, Heat Power; 
5th, Electric or Magnetic Power. 

DYNAMOMETEES. 

Dynamometers are instruments for measuring work, and 
they generally consist of an arrangement whereby a 
resistance such as friction is overcome, through a given 
distance in a given time, the rate of motion being uniform. 

If the wheel A have a cord passing half round its 
circumference, and weights W and Wi p^^ ^ 

be applied at the ends of the cord; then 
if the wheel be at rest, these weights 
must be equal ; but if we now turn the 
wheel in the direction indicated by the 
arrow, we shall find that in order to keep 
the cord in position, so that it shall not ^^ 
travel round with the wheel, the weights 
will no longer be equal, but W will exceed Wi, and the 
difference of these weights will be the frictional resistance, 
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4 PBINCIPLES OF MECHANICS. 

which beiDg multiplied by the velocity of the circum- 
ference of the wheel, will give the work done. 

Example. — A wheel over which passes a cord haying 
weights W and Wi hung at its ends (W being = 100 lbs. 
and Wi = 14 lbs.), is found to make IJ revolution per 
second. The circumference of the wheel is 3 feet. The 
resistance in this example is W — Wi = 100 — 14 = 86 
lbs., and the space through which this resistance is over- 
come is IJ X 3 = 4J feet per second. The work done 

387 
then = 86 X 4J = 387 foot pounds per second, or ^r^ = 

•7 horse-power. In such cases, other things being equal, 
the ratios of the tensions or pulls at the ends of the cord 
vary as the power of the number of turns ; thus, ratio of 
tensions with 1 turn = 100^ : 1*96^ then ratio of tensions 
with i turn = 100* : 1*96*, eras 100 : 14; and generally 
if E = ratio of tensions with 1 turn, then E* = ratio of 
tensions with n turns. 

Professor Sir Wm. Thomson proposes to use this arrange- 
ment as a dynamometer, by passing the cord round the 
fly-wheel of an engine. 

There are various forms of dynamometers, such as 
Morin's, White's, and Prony's. 

MUSCULAR POWER. 

We may consider the origin of this power to be due to 
chemical combination, through organic processes, such as 
in living animals. 

Animals perform work in various ways, such as by 
dragging loads or raising weights. The horse exerts his 
power to most advantage through traction, as in drawing 
carts, giving on, an average about 12^ million foot pounds 
per day, and that when the resistance to traction is equal 



WATER POWER. 

to 120 lbs. drawn at a rate of about 3^ feet per second 
during eight hours. A man exerts his power to the most 
advantage by raising his own weight, as in ascending 
heights, giving as an average upwards of 2 million foot 
pounds per day ; the weight being 143 lbs. raised through 
a vertical height of J foot per second during eight hours. 
When rowing, a man performs about IJ million foot 
pounds. 

WATEE POWEE. 

The origin of water power is solar heat through evapora- 
tion, from the surfaces of oceans and lakes, and subsequent 
condensation. The water which at one time occupied a 
certain position on the earth's surface, is now deposited at 
a higher level, and this water by suitable means may be 
utilized for the performamce of work. 

STORAGE OF WATER. 

Water is either stored naturally or artificially ; in 
the former case by means of natural rock basins, such 
as lakes; and in the latter case by means of artificial 
lakes, generally called dams or reservoirs. The natural 
outlet to a lake is a stream or river, and by this 
means the water may be conveyed for the purposes of 
obtaining power; where a dam or reservoir is formed, 
a channel must be constructed to serve the purposes of 
the river. In selecting ground for storage purposes, the 
rainfall of the district must be considered; this rainfall 
is very various, and depends upon the situation and con- 
figuration of the ground. In this country the winds most 
laden with moisture are from the west and south-west, 
and consequently the rainfall is greatest in districts lying 
on the west coast, such as the lake district in England ; 
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the western coast of Ireland ; and the islands and western 
coast of Scotland. In mountainous districts the rainfall is 
greater than in flat districts ; the reason of this is, that 
the moisture-laden currents of air are deflected upwards 
by the mountain slopes, and by the subsequent expansion 
due to decrease of pressure, they fall in temperature, and 
condensation ensues. The cold surfaces of the mountains 
also assist in this condensation. 

The rainfall is measured by instruments called rain 
gauges, which are simply cylindrical vessels into which 
the rain falls, and which is measured at stated intervals, 
either by means of pouring out the contained water into 
a graduated measuring vessel, or by having a floating 
graduated scale in the gauge vessel itself. 

An artificial lake or reservoir is generally formed by 
running an embankment across the lower part of a valley, 
through which a stream flows, and the waters collected 
constitute a store of potential energy, which can be 
changed into actual energy by allowing part to flow oflT 
through suitable channels. These embankments are 
usually constructed of earth carefully deposited in layers ; 
and in order to render this earth wall impervious to 
water, a wall of clay in the state termed puddle is built 
up along with, and in the centre of the earthwork. The 
stability and proportions of embankments and walls are 
considered under " Stability of Structures." 

The water having been conveyed to the site where the 
machinery for transforming the energy of the water into 
useful work has been placed, we have now to consider 
by what means this energy may suitably exert itself: 
we thus come to consider the various forms of prime 
movers for the development of water power. 
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WATER WHEELS. 

This class may be subdivided into 1st, Vertical ; aiid 
2nd, Horizontal Water Wheels. Under the 1st division 
we have Undershot Wheels, Overshot Wheels, and Breast 
Wheels ; under the 2nd class we have Turbines. 

I. — Vertical Water Wheels, 

The original or elementary form of water wheel was the 
undershot. This wheel, which was of wood, consisted 
simply of an axle from which arms radiated, the extremi- 
ties of which were connected by boards shaped to the curve, 
and to which float-boards were attached. The float-boards 
were flat, and were placed radially, as shown in Fig. 2. 

These wheels were sometimes j,^^ g 

placed between boats moored in a 
stream or tide-way. The power re- 
quired in connection with the London 
Water Works in Smeaton's time was 
drawn frotn large wheels of this de- 
scription placed between the piers of 
Old London Bridge. '^'^ ' 

Lron is now generally used in the construction of water 
wheels. In the undershot wheel the water acts usually 
by impulse, sometimes by weight. 

Bdation of the Terms Impulse, Momentum, and Aetudl 

Energy. 

I. Impulse is defined to be the product of a force 
into the time during whiqh the action continues or that 
the eflfort is exerted. If P represent the force and t 
represent the time, then F < = the impulse. 
, n. Momentum is defined to be the product of the 
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mass of a body into the velocity with which the body is 
moving, and is expressed by . If we consider this 

formula, we shall see that since - = ^, in a falling body, 

the momentum of the latter is simply the weight multiplied 
by the time, or W < ; and this term becomes a measure 
of the importance of the force exerted, and thus resembles 
a moment of the value W x L, where W = weight and 
L equal the length of the arm at which W acts. 
TIT. Actual energy or accumulated work is represented 

by -^T — . Now to show the relation between impulse, 

momentum, and actual energy, we have 

1. Impulse = F <. 

2. Momentum = = W/, in a falling body. 

3. Actual energy = X o ~ "o — ' o heing the 

g L Ag A 

mean velocity. 

1. Undershot Wheels, in which the Water acts hy 

Impulse. 

In these wheels the float-boards are radial and are plane 
surfEtces, on which the water impinges, and by its pressure 
produces motion. This pressure is due to the flow of 
water upon the boards. 

There are three cases to be considered : 

1st. When the board does not move. 

2nd. When the board moves at the same rate as the water. 

8rd. When the velocity of the board is less than that 
of the water. 

In the 1st case we have a part, or the whole of the 
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energy of the water spent by the water striking the 
board. 

In the 2nd case, the board offers no resistance to the 
water, and therefore no energy is expended. 

In the 3rd case, a certain amount of energy is expended 
in overcoming the resistance of the board through a cer- 
tain space. 

Let the float -board AB be driven forward by the 
action of a current of water, and if the velocity of this 
current of water before striking the 
board be V, and the velocity of the same 
current after striking the board be v, 
then the expression V — v will repre- 
sent the velocity lost by the water 
during its action upon the board. 
The board then has opposed a certain resistance to the 
energy of the water, and in order to see how much 
energy has been expended in overcoming this resistance, 

we have x — h — X W = — ^-rr , that is 

to say that if we find the total energy of the supply current 

or -^ — and from that deduct the energy still left in the 

^ Wt;2 WV^ Wv2 W(V^-t;2) 

water or -^ — , or -^ ^z — = — —^ , we have 

2ff 2g 2g 2g 

the energy spent upon the board expressed by the for- 

mula — ^-^ , where W = weight of water per second 

which strikes the board, and y = 32 • 2. 

To explain the formula already obtained we may con- 
sider the c^ise of a falling body. Let a body of weight W 
fall from a point ; its velocity at the end of one second 
will be 32 * 2, and at the end of two seconds its velocity will 
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be 64*4, and so on, adding equal increments of velocity 
in equal increments of time, that is because the accelerating 
force of gravity or 32*2 is taken as being uniform. 

Let A be the point at which the body starts, and let B C 
represent its velocity at end of one second = i; = 32*2, 

Fig. 4. and let DE equal velocity at end of two 
seconds = V = 64*4, then will A D E be a 
triangle, and it is evident that the total 
energy of the body when passing the point E 

V V WV^ V 

will be = Wx7rX— = -?^ — , because-s- = 

2 g 2g 2 

V 

mean velocity during the time — . Again, 

if 

the energy of the body when passing the point C will be 

represented by W x ^ ^ "" = "9 — > ^ *^^* ^® energy 
gained between and E is equal to the difference of these 

energies, or -^- — - = — 5^ ^ ; or we may 

.... ^g Lg . Lg 

express the energy gained between and E as follows : 

W X X — s — = — ^-R 9 because = 

g 2 2g ' g 

Y + V 
time occupied between and E, and — ^ — = mean 

velocity during that time. It is also evident that since 

— ^^ represents the energy gained when the speed 

of a body is increasing, it will represent the energy lod 
when the speed of the same body is decreasing in the same 
ratio ; the latter application concerns the problem of the 
float-board, and explains the formula already given for 
that case. 
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2. Undershot Wheels, in which the Water acts hy Weight. 

This form of wheel is due to Fairbairn. The water is 
admitted, 'bel(m the axis of the wheel, into curved iron 
buckets. The wheel is sometimes called a low breast 
wheel. 

3. Overshot Wheels, in which the Water acts principally 

Itf Weight. 

In this class of wheel the water is supplied from the top, 
and enters the buckets just beyond a vertical diameter. 
The buckets are formed of a trough shape ; they thus hold 
the water until they have performed nearly one-half a 
revolution. In the old forms of this wheel the shaft was 
of cast iron, to which wooden arms were bolted. The water 
is so regulated that it enters the buckets at a greater 
velocity than that of the circumference of the wheel, and 
the water is retained in the buckets as long as possible 
by means of the form of bucket, and also by a building of 
masonry called a breast. . 

4. High Breast Wheels. 

The high breast wheel is an improvement on the over- 
shot. In this wheel the water is supplied at a point some- 
what below a vertical diameter, and is retained in the 
buckets, partly by their shape, and by a breast which fits 
the exterior part of the wheel. This wheel in the improved 
form is constructed entirely of iron, and the water is sup- 
plied at a point in the circumference at about 30° from 
the top of the wheel. The buckets are attached to side 
plates called shrouds, and also to an inner plate called the 
sole plate, the whole being suspended from the axis by 
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means of iron rods, which are secured by gibs and cutters 
to flanges on the axis. This framework is further braced 
by diagonal ties or stiflFening rods. The sole plates and 
buckets are usually made of ^inch plate. It has been 
found that when the buckets are close a certain amount 
of water is lost by the compression of the air which takes 
place on the entry of the water into the bucket, and to 
obviate this, ventilating buckets, as they are called, have 
been introduced. In this form of wheel there is virtually 
no sole plate, the inner edges of the buckets overlapping 
one another, and secured by bolts in such a manner as 
to leave a space between them through which the air 
may find its way. The power is usually transmitted to 
the machinery by means of a pinion, in inside gear with 
the wheel, and it has been found that the position of the 
pitch point should be at or below the centre of gravity 
of the mass of water in the buckets, i. e. somewhat below a 
horizontal diameter. 

Effieienctf of Water Wheels, 

The term effieienctf expresses the ratio between the useful 
work performed and the total energy expended. This 
ratio is necessarily somewhat varied. In some forms of 
prime mover the mechanical arrangements are better 
adapted to utilize energy than in others, and consequently 
the eflBciency is higher in those arrangements. 

Class I.— Undershot wheels acting by impulse with flat 

34 

and radial float-boards, the efiSciency is about =— tx or • 34. 

In improved forms of this wheel, such as Poncelet's, in 
which the boards are curved, the eflBciency is about ^7^7. or 
•60. 
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Class II. — Undershot wheels acting by weight, or low 

65 
breast wheels. EfiBciency = j^ or '65. 

Class III. — Overshot wheels. Efficiency = :r^ or "eO. 

75 

Class IV. — High breast wheels. Efficiency r^ or • 75. 

Speed of Water Wheels. 

It has been found that from 4 to 6 feet per second of 
circumferential velocity is best suited for water wheels, 
and the velocity of ihe supply water at about double 
this. 

The total energy of the water acting upon a vertical 
wheel of the overshot, high breast, or low breast class, is 
the sum of two quantities. 1st, the energy of the water 
supplied to the wheel ; and 2nd, the energy of the same 
water due to its position, i. e. in passing from a higher to a 
lower part of the wheel. 

Let V = velocity in feet per second of supply water, 

and let W = total weight of water supplied per second, 

and let A = height through which this water passes by the 

motion of the buckets ; then the expression for the total 

W v3 /^^^ \ 

energy is = -^ 1- W A or W f ^ + A j, and if we allow for 

losses by friction, &c., we have as the available energy for 
performing useful work, W (-; — f-Aj x efficiency; and 
the effective horse-power of the wheel will be 



W f ^ — |- A j X efficiency 



550 
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Example. — A breast wheel of 20 feet diameter is supplied 
with a weight of water per second = 2995 * 2 lbs., the Telocity 
of supply is 12 feet per second. The water is allowed to 
enter the buckets at a point in the circumference situated 
30° from the top of the wheel ; the vertical height, there- 
fore, through which the water will act by gravity = 18 • 66 
feet. The efficiency of the wheel is supposed to be "7. 
The previous formula thus becomes 

2995-2(1^+ 18-66) -7 

^^*7^ — = 79-63 horse-power. 

550 ^ 

II. — Horizontal Water Wheehy or Turbines. 

Turbines have been divided into three classes : 

Ist. Those in which the water passes through the wheel 
in the direction of the axis. 

2nd. Those in which the water passes through the 
wheel horizontally, and/rom the centre outwards. 

3rd. Those in which the water passes through the wheel 
horizontally, and towards the centre. The latter are some- 
times called vortex wheels, and are due to Professor James 
Thomson. 

The general arrangement of a turbine is such that the 
water is guided upon a series of curved vanes set in a 
radial direction, the curvature of the vanes being such 
that the water upon leaving them is left with very little 
energy. 

An important form of turbine, called from its inventor 
the Leflfel Wheel, has lately been used with great success 
in America. From the nature of its action it may be 
called a double turbine. 

The water enters laterally and acts horizontally on 
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curved vanes ; it then passes downwards to another set of 
curved vanes on which it acts vertically. The wheel rests 
on a pivot, and is supported by a shoulder on the vertical 
axis, and from being immersed in the water the displace- 
ment goes far to counteract the friction of the supports. 

As in the vertical water wheel, the water should be 
applied to turbines with as little shock as possible, and in 
order to this the water should glide upon the vanes, and 
thus produce the necessary pressure or impulse required 
to drive the wheel. 

The eflBciency of turbines appears to range from -65 to 
•80, or on an average about the same as for a breast wheel. 
In some situations they are more advantageous than the 
vertical wheel, as they are not affected by height of /aH, 
and are of less bulk than the vertical wheel. 



Beadion Wheel. 

In this form of turbine the water issues as a jet from 
arms, which radiate from a central hollow shaft These 
arms may be either straight or curved. The most elemen- 
tary form of this machine is that known as Barker's Mill. 
The loss by fluid friction in this form of turbine is con- 
siderable. The action of this machine is due to the un- 
balanced pressure opposite the orifice from which the 
water escapes, and it is evident that this pressure will vary 
directly as the square of the velocity of the issuing water, 

W V^ 

because the pressure of fluids is = —^ — , where W = 

if 

weight of a cubic foot of fluid, and V = velocity of jet 
in feet per second. 
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WATER-PRESSURE ENGINES. 

In this arrangement the pressure of water due to its 
head is made use of instead of utilizing the weight of the 
water or its impulse, as in rotatory arrangements such as 
water wheels or turbines. 

The water-pressure engine is therefore designed in a 
somewhat similar manner to the steam engine, viz. that 
by means of a cylinder and suitable valves worked by the 
machinery, the piston and attached rod which is fitted in 
the cylinder has a reciprocating motion imparted to it 
from which the desired rotatory motion is obtained. As 
in the case of the other prime movers which utilize the 
energy of water, the design must be such as to reduce the 
loss of energy by sudden shocks and by sudden enlarge- 
ment in the supply pipes and channels to a minimum. 

HYDRAULIC RAM. 

In this machine the water first spends its energy in 
lifting a heavily formed valve, and which by its subsequent 
fall through the intervention of a relief valve communi- 
cating with a chamber containing air, causes sufficient re- 
action upon the supply water to cause a portion of it to 
enter this chamber, and by causing compression of the 
contained air, sufficient pressure is produced to force part 
of the contained water upwards through a tube which 
enters the chamber. 

For the working of such a machine as the hydraulic 
ram an abundant supply of water at a low head is suffi- 
cient, and by this means a small quantity of water can be 
raised through a considerable height. 

The advantage of this machine may be expressed by 
the symbols. P A = r H where P = a great effort exerted 
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through a small head, or distance h; and r = a small 
resistance overcome through a great height H. The 
eflBciency is said to vary from '3 to '6. 
Ex. — Let P = 5000 lbs. = supply water, 

„ h = 9 feet = fall, 

„ r = 700 lbs. = water to be raised, 

„ '5 = efiSciency, 
Then 5000 X 9 x '5 = 700 x H, and .-. H = 32 feet. 

WINDMILLS. 

Machinery is occasionally driven by wind power, 
through the medium of vanes or sails in a wheel-like form 
on which the wind acts and imparts a rotatory motion, 
which by means of shafting is communicated to the 
machinery. The shaft carrying the vanes is usually set at 
an angle to the horizon of about 10°, and can be turned so 
that the wheel faces the wind. The arms of the sails are 
fitted with a ladder-like arrangement of pieces of wood on 
which boards or canvas is laid. The framework of the 
sail is set at varying angles with the plane of revolution, 
being flatter at the tips than near the axis, the mean 
angle or weather being about 17°. Since the weight of 
wind acting on the sail will be as the velocity, and as the 
energy of this weight of wind is as the square of the 
velocity, then the power of the mill will vary directly as 
the cube of the velocity of the wind. 

From experiments made by Smeaton, it appears that 
the effective power of a windmill with sails of about 31 
feet diameter, and acted upon by the wind at a velocity of 
13 feet per second, was about one horse-power; from this 
we may determine a general expression of the effective 
horse-power of such mills. 

In the example, the diameter being 31 feet, the area of 
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a disc of this diameter (which represents the face of the 
moving body of air acting on or passing through the sails) 
is 754 • 66 square feet. The velocity of the wind per second 
being 13 feet, and if the weight of a cubic foot of air be 

taken at '075 lb., then the total energy of this volume of 

13^ 
wind per second is (754 • 66 x 13 x ' 075) x "^ttt > ^^^'^ 

total horse-power exerted by wind on sails, is 

754-66 X '075) X 13^ , o... 
550 X 64-4 -^ ^^' 

but from the experiment only one horse-power of effective 
work was obtained, therefore the ratio of the useful to 
the total work is as 1 : 3*51, and the efficiency therefore 

1 



3-51 



= •28. 



It follows from the above that the effective horse-power 
of a windmill may be expressed in terms of the diameter 
of sail and velocity of the wind ; 

or, effective horse-power = , 

^,lll,oi7 

where D = diameter of sail in feet, and v = velocitv of 
wind in feet per second. 

NAVAL ARCHITECTUEE. 

EQUILIBBIUM AND STABILITY OP FLOATING BODIES- 

In considering this subject we have : — 

I. That as no two bodies can occupy the same space at 
the same time, there must be a displacement of matter in 
order that one body may take the place of another. 

In the case of a solid body wholly immersed in a fluid. 
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we have a displacement of a mass of fluid of equal bulk to 
that of the solid body ; this fluid is removed or set aside 
to make room for the solid body. 

If the solid body be only partly immersed in the fluid, 
then the displacement of fluid will be equal to the bulk of 
the immersed part of the body which displaces it. 

II. There will be an upvard pressure exerted upon the 
immersed body, and this upward pressure will be equal to 
the weight of water displaced ; and this pressure will act 
upwards, in the direction of a line drawn vertically through 
the centre of gravity of the displaced liquid. 

This upward force is termed buoyancy, and the centre 
of gravity of the displaced liquid is called the centre of 
buoyancy, or centre of displacement. 

The vertical line drawn 
through the centre of buoyancy 
is the direction of the effort, of 
buoyancy. 

Let A B C D represent a vessel 
containing a fluid. Take any 
horizontal plane through this 
body of liquid, such as E F. 

First, let G H represent a column of liquid whose base, 
of an area of one square foot, rests upon, or is part of, the 
plane E F. The weight of this column is equal to its 
height in feet, multiplied by the weight of a cubic foot of 
the liquid, = wh, when w represents the weight of one 
cubic foot of the fluid, and h represents the height of 
column in feet. Now, since the column is at rest it must 
be supported by a force equal to its weight ; the upward 
supporting force is therefore = mh. It is evident, then, 
if we suppose the column of liquid to be changed to a 
column of solid material, of same weight as before, that 

c 2 



J 
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we have the same conditions of support ; or, as already 
stated, the solid body will be supported by an upward 
force equal to the weight of the displaced liquid, or w h. 
Any part of this column will also be in equilibrium, as, for 
example, the part I H, which may be taken as representing 
one cubic foot, will be supported by a force equal to its 
own weight. 

If the cubic foot of solid material, I H, be lighter or 
heavier than the surrounding liquid, then it is evident 
that it will be impelled upwards or downwards by the 
diflference of pressure due to the weight of liquid and to 
the weight of the body. Let w, as before, represent the 
weight of a cubic foot of the liquid, and let Wi represent 
the weight of a cubic foot of the solid material ; then i^w 
be greater than Wi, there will be a resultant upward 
pressure exerted on the body of «; — Wi . 

Again, if ic? be less than Wi, there will be a resultant 
downward pressure exerted on the body of Wi — w. The 
difference, therefore, of the specific gravities of the liquid 
and immersed body will represent the resultant pressure 
upon the immersed body. 

Bodies are said to be in stable or v/nstdble equilibrium 
according as they tend to preserve their original position 
or to depart from it when acted upon by any disturbing 
force. 

These conditions depend on the position of the centre of 
gravity of the body. 

In the case of a wholly immersed homogeneous body, it 
is evident that the stability of the body will be indifferent, 
because since the centre of gravity of the body is just the 
centre of gravity of the displaced fluid, the upward and 
downward pressures are applied at the same point. 

If the body be not homogeneous, then stable equilibrium 
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can only ensue when the centre of gravity of the body is 
lelow the centre of gravity of the displaced liquid. 

When the body floats so as to present a part above the 
liquid supporting it, then stable equilibrium may ensue, 
although the centre of gravity of the floating body be 
cibove the centre of gravity of the displaced fluid, or centre 
of buoyancy. 

Let A BCD, Fig. 6, represent a rectangular homo- 
geneous solid body, floating so as to have one half of its 
bulk immersed, the line of flotation, or surface of fluid 
in which the vessel floats, beiag E F ; then the centre of 
gravity of the body will be at the centre of figure, and 
upon the 'line of flotation, as at 0. 



Fig. 6. 



Fig. 7. 





The centre of buoyancy, or centre of displacement, will 
be at the centre of gravity of the immersed part of the 
figure, as at Oi ; and the upward pressure through that 
point will be equal and opposite to the downward pressure 
through O, due to the weight of the body. 

Let the body now be turned so as to cause it to float, as 
shown in Fig. 7. The centre of gravity of the body re- 
mains as before, but the centre of buoyancy is now shifted 
outwards, and lies in the centre of gravity of the triangular 
immersed part, C B D. The body is therefore under the 
action of a couple, tending to restore it to its original posi- 
tion, as shown in Fig. 6. The equal and opposite forces of 
this couple are the weight of the body, sjid its equivalent, 
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the weight of the displaced fluid ; and the arm at the ends 
of which these forces act is the perpendicular distance 
between the lines of action of these forces, «md represented 
by the line H Oi in Fig. 7. 

The body is, therefore, in a state of stable equilibrium, 
because of the tendency of the body to right itself when, by 
the action of any force, it is caused to turn round an azis. 

If the body had been of such a form that, when an over- 
turning force was brought to bear upon it, the centre of 
gravity moved outwards faster than the centre of buoyancy, 
then it is evident that the result would be the reverse of 
the first case, because the action of the couple would be to 
cause still further rotation. The body in this case would, 
therefore, be in unstable equilibrium. 

The relative positions, then, of the centres of gravity 
and of buoyancy will determine the conditions of equi- 
librium of the floating body. 

Application of these Principles to Ships, 

Let Fig. 8 represent a cross section of a ship heeled 
over at any angle, and let O and Oi, as before, represent 

the centres of gravity and of 
buoyancy. 

The vertical lines W and Wi 
are the lines of action of the 
equal and opposite forces due 
to weight and displacement. 
The condition of equilibrium 
is stable, and the righting 
couple is Wi X Oi Hj. 

The point M, where the 
lines OiWi and LOK intersect, is called the metacentre. 
The line L K is a line drawn through the centre of 



Fig. 8. 
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gravity of the vessel or floating body, and the centre 
of buoycmcy when in the original position, or before being 
heeled over. 

The value of the righting couple may also be expressed 
in terms of the angle of heel ; because, by considering 
Pig. 8, it is evident that, if the line LK be originally 
perpendicular to the water-line E F, then, when the vessel 
is heeled over at any angle, say F O Fj, the line L K will 
now make a similar angle with its original or vertical 
direction ; and, therefore, since the line Oi Wi is drawn 
vertically, the angle Wi M L, or its equal M H, is equal 
to the angle F Fi ; and since MOxsin,ZOMH = 
H = arm of righting couple, then M O x sin. Z M H 
X Wi = righting couple. 

It is thus evident that, if we multiply the weight of 
the vessel (or its equivalent the weight of the displaced 
fluid) by the distance between the metacentre and centre 
of gravity, and by the sine of the angle of heel, the 
result will be the moment of stability of the vessel. 

The metacentre is sometimes defined to be a point in 
the ** plane of symmetry," which is cut by the vertical 
line drawn upwards through the centre of buoyancy. 
The plane of symmetry is the plane passing longitudinally 
through the line L E ; and is thus sometimes termed the 
" middle-line plane." 

The metacentre is also sometimes defined as the centre 
of curvature of a surface called the " surface of buoyancy," 
this sprface of buoyancy being the locus or surface formed 
by the centres of buoyancy at different inclinations or 
angles of heel. When this surface follows any well- 
known curve, the metacentre may easily be found. 

The metacentric height is the distance between the 
metacentre and the centre of gravity. 
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The metacentre differs in position. 

For rolling, its position generally varies from the 
water-line to 20 feet above it. 

For pitcluDg, from 70 feet to 400 feet above the water- 
line. 

The phenomena in connection with the metacentre have 
been illustrated by means of pendulums. 

In this illustration the point of suspension of the 
pendulum represents the metacentre, and the motion of 
the weighted part, or "bob," of the pendulum will 
represent the rolling of the ship. 

Stcinlity or Stiffness. 

These terms are sometimes used as synonymous with 
the term steadiness, but when so used a mistaken idea is 
apt to arise. 

Vessels which have a large amount of stability are 
found to be deficient in steadiness, and vessels which are 
noted for steadiness are found to be deficient in stability. 

The term stability, as used in naval architecture, means 
the value or importance of the force resisting change of 
position, as when the ship is inclined ; and the speed with 
which the ship returns to her original position may be 
looked upon as the measure of the stability. 

Stability may be divided into two kinds, viz. Statical 
and Dynamical 

1. Statical StdbilUt/. 

The value of this term may be measured by the arm of 
the moment of stability already explained. 

2. Dynamical Stability. 

This term is used to indicate the work done while the 
vessel is heeling over, that is to say, the quantity of work 
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necessary to be performed, in order that the position of 
the centre of gravity of the vessel may be raised, and the 
centre of buoyancy depressed. 

When, through the action of applied forces, a vessel is 
made to heel over, the centre of buoyancy must move 
outwards, or shift its position faster than tlie centre 
of gravity, in order that there may be a righting couple. 
If the centre of gravity move outwards faster than the 
centre of buoyancy, there will be an upsetting couple. 

Stable equilibrium will therefore exist in the first case, 
and unstable equilibrium in the second case; and for 
the former, the centre of gravity must be below the 
metacentre. 

If a pendulum be so suspended that when oscillating 
it winds and unwinds itself on or from a curved surface 
or "cheek," the **bob" may be made to describe various 
curves, according to the form of the ^ j. 

cheek, and may thus be made to repre- '''' 

sent the rolling of different ships. 

If A in Fig. 9 be an arc of a circle, 
the " bob," B, will describe an involute 
of a circle, or that curve which is 
formed by a tracing point fixed to the end of a cord which 
is being unwound from a circle. 

The length, I, of a simple pendulum which will oscillate 
in equal times with the ship, may be determined as follows : 
Let g = radius of gyration of the ship, and let d = 
distance between the metacentre and the centre of gravity 
(the point of suspension is supposed to be the metacentre), 

then Z = 3". This follows from the relations existing in 
a 

a suspended body between the centres of oscillation, gyra^ 

tion, and gravity. The radius of gyration may also be 
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expressed as a mean proportional between the length of 
the simple pendulum and the distance between the meta- 
centre and centre of gravity. 

Methods of finding the Metaoentre. 

First, to find the centre of gravity of the vessel. The 
general method adopted is to shift weights through known 
distances, and to note the angular motion, the displacement 
being found by calculation. 

Professor Bankine's rule, to find the height of meta- 
centre above the, centre of gravity is as follows : — 

Divide the length of load water-line into equal intervals, 
at which measure the half breadths at the load water-line ; 
cube each of these half breadths, and regard the cubes as 
the ordinates of a plane figure having the length of the 
load water-line as its base. Find the area of that figure 
by Simpson's rules : Divide two-thirds of that area by the 
volume of displacement The quotient is equal to the 
height of metacentre above centre of buoyancy, from 
which deduct height of centre of gravity above centre of 
buoyancy, and the diflTerence = metacentaic height 

Simpson's BvXe for Areas. 

Divide the figure into an even number of divisions by a 
series of ordinates, 1, 2, 3, 4, 5, 6, 7 ; measure the ordinates, 
and multiply each by a given multiplier ; add the products 
together, and multiply this sum by one-third of the 

common interval or distance be- 
tween each ordinate; the result 
^ ^ will be the area of the figure. 

The multipliers used for a case 
as above are 1, 4, 2, 4, 2, 4, 1 ; the multiplier 4 being 
always used for the second and second last ordinate of the 
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series, the multiplier 2 alternating with the multiplier 
4 in the intermediate ordinates. 

The general expression of the rule is : 

A= •^(a + 4fe + 2c4-4d + &c.), where A = area, A = 
common interval ; a, 6, c, &c. = value of ordinates. 

BoUing. 

Easy and Uneasy Ships, — The terms easy and uneasy, 
as applied to questions in naval architecture, are somewhat 
indefinite. 

The term dipping is used to express the rise and fell of 
the ship as a whole in relation to the water surface. 

When there is a motion of the water, or when the wind 
comes in gusts, there may result a combination of these 
movements, and necessarily greatly intensifying their 
effects on the ship. 

It appears that in uneasy ships the axis of angular 
motion may take up any position, and that vessels having 
short periods of rolling roll through great angles. 

When the centre of gravity is high the ship is steadier 
than when it is low, vessels carrying cargo low down roU- 
ing very much. In the * Bellerophon ' and * Hercules' 
the centre of gravity is raised by placing the engines and 
boilers on raised platforms, the object being to diminish 
rolling. 

In the * Achilles' the centre of gravity is said to be 
3 feet from the metacentre ; whilst in the * Prince Consort ' 
the centre of gravity is said to be 6 feet from the meta- 
centre. The latter vessel is found to roll more than the 
former. 

The great stiffness of the first ironclads caused them to 
roll considerably. 
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WAVES. 

Waves in section may be considered trochoidal; the exact 
shape of waves and their particular motions have not how- 
ever as yet been completely ascertained. 



Fig. 10. 




In Fig. 10 the horizontal line A B represents the sur- 
face of still water, and if by the action of any force or 
forces we cause a depression or hollow at any part, such as 
at H, then a corresponding rise or elevation must follow, 
as at Ai. The action of this downward force at H may be 
conceived to be communicated from H to Aj by producing 
pressure on the adjoining parts, which becomes transmitted 
laterally as shown at C, Fig. 11, and in consequence of 
the uprise of fluid at Ai the particles of water originally 
about H will tend to move in the direction D. 

During the fall of the particles about Ai, whose motion 
is represented by D, a combined motion will again result 
as at F, and finally, after the particles have passed the 
horizontal line or line of stiU water, a return motion from 
left to right as at G will follow. 

The particles of water at and near the surface, as at H, 
may be considered, during the formation of crest and hollow, 
as moving in curved paths which are considered to be 
circular or elliptical. 

It is evident from the foregoing consideration that wave 
motion is propagated by a transmission of pressure. The 
first hollow, say, being formed, a corresponding elevation is 
produced through the communicated pressure. On the 
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fall of this upraised fluid a hollow is now formed in advance 
of the first hollow, and another elevation is produced in 
advance of the first elevation, and this series of operations 
will continue until the energy expended in producing the 
first hollow has been dissipated through friction or re* 
sistance to motion of the particles of the liquid. 

What is called the "period" of a wave is the time 
occupied by a particle in making one revolution, and this 
is evidently the same time as that in which the wave 
travels its own length, the length of a wave being measured 
from crest to crest or from hollow to hollow. 

The speed of waves varies with their lengths and with 
the depths of water, and has been stated as follows : — The 
speed of a deep water wave is about equal to the " velocity 
acquired by a body in falling through a space equal to half 
of the radius of a circle whose circumference is the length 

of the wave ; " or, V = \^ ^ , where V = velocity in 
feet per sec, and L = length of wave in feet, and the period 



sees. /Jj2 

of a wave will be P = \y — 



TT 



9 
Example. — ^Let L = 600 feet, then 

^j /600 X 32-2 ^K A.^+ ^^, „^^ 

A P /600 X 2 X 3 ail6 __ .r.,r. ^^^^ 

and P =^ g2T2 = 10 8 sees. 

The "breaking" of waves indicates a too rapid motion 
of the upper particles ; this may be due to the action of 
the wind impelling the particles forward, or to the shoal- 
ing of the water where, owing to the decreased depth of 
water, the pressure due to the fall from crest to hollow 
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will be transi^itted more intensely in a horizontal direction 
and canse a more rapid movement of the particles whilst 
rotating and induce distortion of the form of wave surface. 

Ocean waves are reckoned to reach to the height of 
about 40 feet; their lengths being about 600 feet, and 
sometimes probably 1000 feet. 

The pressure of ocean waves when striking a resisting 
surface, as obtained from experiment, reaches 6083 lbs. 
per square foot. 

Approximate rule, by Stevenson, for height of ocean 
waves : 

A = 1 • 5 V fetch in nautical miles. 

The term " fetch " denotes the distance from the point 
of origin of wave to the point of observation. The mean 
value of a nautical mile is 1 * 1508 statute mile. 



To Draw a Trochoid. 

A trochoid curve is the curve described by a point in a 
rolling circle situated within the circumference (the curve 
described by a point in the circumference being a cycloid). 



Fig. 12. 




3 A 5 



-^^ 



-^ 
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The curve may therefore be drawn by fixing a tracing 
point inside the circumference of the circle. In Fig. 12, 
E is the rolling circle moving on the line P K. P K is the 
distance moved over in a revolution, A is a point inside 
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the circumference of R, which as the circle moves forward 
takes up successively the positions B, 0, D, E, &c. 

Draw the lines D, F, L and B, H, I parallel to P K. 
Let the arcs A B, B C, CD, &c., be |th of the circle 
AC EG. Divide PK into eight equal divisions, then 
when the centre O has advanced ith of P K, ^th of a revo- 
lution will have been made by the point A. So that when 
is on the vertical line 1, A will have taken the position 
B, so that if we set off on the line B I a length measured 
from the line 1 and to the left of it, and corresponding to 
B S, this will give us the position of A on B I. Again, 
when has reached 2, A will now have reached the posi- 
tion represented by C, and by setting of a length 00 
measured back from 2, the position of A on G M will be 
found. When has reached 4 one-half revolution will 
be completed, so that A is now at the position formerly 
occupied by E, and its position on the line E O will be 
directly above 4; these are points on the trochoid, so 
that by joining them the curve may be shown. 

Action of Waves on a Ship.* 

Passive heaving is a term applied to conditions such, 
that the floating body would exactly move in the same 
orbit as the particles of water. This action combines 
vertical and transverse movements, as rising and falling 
and swaying sideways. 

When a ship is in smooth water, we may look upon the 
terms stiffiiess and steadiness as similar; but when the 
vessel rolls on waves, stiflTness means the tendency to 
keep upright to the wave surface. Steadiness means the 
tendency to sit " fair " or upright to a horizontal plane. 

* These actions are weU described in ^Beport, British Association, on 
Sea-going Qualities of Ships,' 1869. 
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A Stiff ship is generally a •'dry" ship, and carries sail 
well ; a steady ship, on the other hand, is a strong ship, 
and suits well for a war vessel, as the guns can be worked 
better than in the other case. 

Passive pitching or scending are terms used to express 
the oscillations made by a ship when she moves in an 
oblique direction to the wave crests. 

The oscillations of a ship are due to a combination of 
motions, viz. those made in time with the waves, and those 
which would be produced in still water. 

When a ship sways or oscillates round an upright axis 
she is said to " yaw." 

A light stiff ship tends to float as a raft does. 

The term "between wind and water" refers to those 
parts subject to immersion and emersion. 

Steadiness may be partly secured by a deep draught of 
water ; the reverse is true for stiffness. 

Lurching is due to gusts of wind. 

The motions of pitching, scending, and yawing may be 
partly remedied by keeping the ends of the vessel free 
from heavy weights. 

During rolling, the most dangerous movement is 
towards the crest of a wave. 

When the waves come "broadside on," the ship is in 
the worst position for receiving their impact. With the 
waves " head on," the apparent wave-period is shortened ; 
when " head off," it is lengthened. 

InstrvmerUs for Measuring Boll. 

These instruments are the common pendulum, the 
clinometer, or slope measurer, and an adaptation of the 
gyroscope. 

Both the pendulum and clinometer are indifferent 
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instruments for roll measurers, as they tend to prolong 
their angular deviation, so that the rolling motion as 
indicated is too great. 

The gyroscopic instrument consists of a rapidly rotating 
body having its centre of gravity situated below the 
point of support. An agate cup supports the spinning 
body, and the top of the spindle carries a pencil which 
marks a band of paper driven by clockwork. 

Stream Lines. 

These are lines traced by a particle of a steady current 
of fluid. Professor Eankine, who mathematically investi- 
gated these lines, calls them neo'ids or ** ship-shape " lines. 
" Stream line surfaces " are those surfaces of a vessel over 
which the particles of fluid ^lide easily ; such surfaces 
are termed " fair." The fluid does not form eddies, but 
glides along smoothly. 

Besistance to the Motion of a Vessel. 

It has been established by Professor Rankine that for 
wholly submerged bodies with fair lines, and also for 
blunt-ended ovals, the surface friction is the principal 
resistance. 

The various resistances offered to a ship on her passage 
through a fluid, such as water, have been classed as 
follows : — 

1. Head Eesistance. 2. Skin Besistance. 3. Back 
Pressure. 

1. Head Besistance. — By the forward motion of the 
vessel waves are produced, and in order to set up these 
oscillations of the water, energy must be spent. 

2. Skin Besistance. — When a vessel moves forward, a 

D 
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certain quantity of water is carried along by the friction 
of the skin or outward surface of the submerged part of 
the ship. 

3. Bach Pressure. — This is due to the water which 
follows the ship filling up the space which g^e occupied ; 
it is evident that this water flows in from behind, beneath, 
and from the sides. If the form of the vessel be not what 
is called "fair," eddies and other waves are produced; 
when a vessel moves forward, the first resistance expe- 
rienced is that due to " head pressure," which forms what 
is termed a " head swell." If the vessel be driven quicker 
than the motion of the swell, she will tend to rise upon 
it ; generally speaking, the total resistance varies as the 
square of the speed. 

In Mr, Scott Eussell's form of least resistance, we have 
the bow a curve of sines (or harmonic curve), the middle 
straight, and the after part trochoidal. Professor Eankine 
treats this question of resistance as follows : — 

1. The distortion of the particles of water. 

2. The production of currents. 

3. The production of waves. 

4. The production of frictional eddies. 

The first is assumed to be without effect on ships, and 
need only be taken into account in experimenting with 
models. 

The second does not affect a ship whose surface is fair, 
because the particles of water glide over that surface. 

The third shows that there is for each vessel a limit of 
speed, above which the resistance due to this cause is 
greatly increased. 

The fourth is due to the adhesion between the water 
and the ship's surface, and also to the viscosity of the 
water. It has been found that this frictional resistance is 
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proportional to what is called the "augmented surface," 

and not to the actual immersed surface. 

The augmented surface has been expressed as follows : — 
Let 8 = actual surface and q = velocity ratio of 

gliding * thed i ^da = augmented surface. 

The eddy resistance also has been expressed as 
follows : — 

Let V = speed, ff = gravity, and w = weight of a 
cubic foot of water, and/= coeflScient of friction, then 

V^/ -— I 23 c? 8 = eddy resistance. 

if 

For clean painted surfaces / is taken as equal '004. 
It appears that at 10 knots speed the eddy resistance 
is = 1 lb. per square foot of augmented surface. 

The term i ^^ (2 s is supposed to include the skin resist- 
ance, and the resistances of the elevation and depression 
of the water at bow and stem. 

It has also been determined, that "the augmented 
surface and its resistance has been found to be the same as 
that of a trochoidal riband, whose length is the length of 
the boat on the plane of flotation, and whose breadth 
is the mean immersed girth of the vessel." To find the 
augmented surface of a trochoidal riband of a given base 
and of a given breadth, we multiply the base x breadth 
X coeflScient of augmentation. 

This coeflScient of augmentation is equal to 

1 -f 4:sin.^a -f sin.* a, 

where a is the angle of greatest obliquity to the horizon 

made by a tangent to the trochoid. 

* The term velocity ratio means the ratio which two velocities bear to 
one another. 

D 2 
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Professor Bankine's coefficient of propulsion is : — " The 
augmented surface in square feet, multiplied by the cube 
of the speed in knots, and divided by the indicated horse- 
power." 

For clean iron vessels this coefficient = 20,000. 

For copper-sheathed „ „ = 21,800. 

The above expressed as a formula will be 

Length of plane of flotation x mean immersed girth x co- ^ 
efficient of augmentation (or 1 + 4 sin.* a + sin."* a) x V in knots 

Indicated horse-power. 

From experiments by Mr. Froude on towing resistance 
of the full-sized ship 'Greyhound' (coppered vessel), 
1157 tons, it appears that 

at 4 knots the resistance of this ship was approximately = 0*6 ton. 
6 1*4 

8 „ * „ „ 2'5tons. 

•■•" M t> »» * • »» 

1^ ,» », M 9*v „ 

PKOPULSION OF VESSELS. 

The effect of a propeller is to produce an action on the 
water, and hence by the reaction of the water on the pro- 
peller the vessel is propelled forward. 

The simplest form of a propeller is that of oars. In this 
case, the oars being on each side of the boat, a current of 
water is driven backwards from each oar-blade; the 
reaction of the water of this current takes effect on the 
boat through the thrust at the rowlocks. 

We have, secondly, paddles or side-wheels. These act 
similarly to oars in driving back lateral currents of water. 
In the screw propeller, as applied at the stem of a vessel, 
a single current of water is sent backwards. 

In the hydraulic propeller a jet or stream of water is 
caused to issue from the sides of the vessel ; the impulse of 
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this moving water acting on the still water without produces 
a forward movement of the vessel. 

The term slip is used to denote the difference of the 
velocity of the propeller and the velocity of the ship. 

Positive slip is that slip which takes place when the 
velocity of the propeller is greater than the velocity of 
the ship. 

Negative slip is that slip which takes place when the 
velocity of the ship is greater than the velocity of the 
propeller. 

Positive slip is that which generally takes place during 
the action of a propeller. 

Negative slip is a phenomenon occurring frequently with 
screw propellers, and has been variously accounted for. 

It has been thought that since the screw propeller is so 
situated that it takes effect on the water of the wake, or 
current of water which follows the vessel, the effect of the 
propeller would be increased. 

Another explanation is that the motion of the particular 
following wave crest (that is, the wave which fills in at 
the stem) is affected by the screw-blade. This arrest of 
velocity in the wave causes loss of power. 

Beadion of Propellers, 

The pressure on the propeller or float-board is due to the 
reaction of the impulse exerted by the board on the fluid. 
We have four cases which may be considered : 
I. When the water moves faster than the board. 
II. When the water moves at the same rate as the 
board. 

III. When the board moves faster than the water. 

IV. When the water is at rest and the board is in. 

» 

motion. 
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I. Let Vi represent the velocity of the board, or of 
velocity of water after contact, and Va the original velocity 
of the water, both in feet per second ; and let w = weight 
of a cubic foot of water, and n the quantity of cubic feet 
of water acting per second. The relative velocity of board 



C-T^) = " 



and water will be Vi — V2, and nw I J = impulse 

or pressure due to n cubic feet of water, i.e. the impulse is 
equal to the change of momentum, for 

nw nw— = nwi -^ I . 

ff 9 \ 9 I 

n. In this case v^ = t'2> therefore nw[ -^ ? 1 = 0; 

that is to say, there is no impulse exerted. This is evident 
when we consider that the board is virtually floating in 
the water; also, since there is no change of momentum, 
there can be no impulse exerted. 

III. In this case we have i^i — ^2* of which Vi is the 
greater, and the expression for pressure or impulse is 

I — ^ I , which is the same as that in case No. I., but 

\ ^ / 

in this instance the result is positive, indicating that the 
impulse is exerted in an opposite direction. In case L 
the impulse is exerted from the water to the board; in 
case IIL the impulse is exerted from the board to the 
water. 

IV. In this case, % = O, and therefore we have 

nw— ^ impulse exerted = momentum produced. 

Case No. III. is applicable to the propeller of a vessel. 
^2 in this case is the speed of the vessel; Vj — v^ is 



nw 
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therefore equivalent to the slip of the float-board of the 
propeller. 

Now, to form a rule whereby we may calculate the 
thrust of a propeller, we have 

Vi = velocity of float-board in feet per second. 

V2 = velocity of vessel in feet per second. 

w = weight of one cubic foot of water. 

n = number of cubic feet of water acting per second. 

In this example n is evidently equal to Vi, because the 
board is in contact with the water. 

w Vi is therefore equal to quantity of water ; the impulse 

then will he wvA — ] , and therefore we have the fol- 



" (^*)- 



lowing rule for the thrust of a propeller in lbs. = T lbs. 

= 2 X area in sq. ft. x (velocity in feet per second of 

stream from propeller) x slip in feet. 

Example. — Let Vi= 20*6 feet per second = velocity of 

periphery of wheel, or centre of pressure of float-board ; 

ti; = 62-4 lbs. for fresh water, and 64 lbs. for sea-water; 

^ = 32 • 2 ; ^2 = 15 • 5 feet per second ; area of float-boards 

= 40 square feet. Then if 64 lbs. be taken for value of w, 

, 64 X 40 X 20-5x5 ^^ . . „ 

we have --,. = 8149 lbs. 

32-2 

Professor Eankine gives the following rule for the 
thrust of a propeller in lbs. for paddle, screw, or jet : — 

"Multiply together the transverse sectional area in 
square feet of the stream driven astern by the propeller ; 
the speed of that stream rdaiivdy to the ship, in knots ; the 
real slip, or part of that speed which is impressed on that 
stream by the propeller, also in knots ; and the constant 
5 • 66 for sea-water, and 5 • 5 for fresh water." 

From experiments by GoL Beaufoy, it appears that at a 
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speed of 12 knots per hour 1 square foot had a resistance 
of 350 lbs. 

Experiment with H JMi^S. * Battler,' with a screw of 10 feet 
diameter, 11 feet pitch, 104 revolutions per minute. Speed 
due to propeller, 11^ knots ; area of screw's disc = 78 n ' 
and 78 x 350 lbs. = 12 tons as a pressure to shaft Actual 
thrust by dynamometer = 4 tons 3 cwt., from which Mr. 
Griffiths thinks that the quantity of water supplied to the 
screw had been only haK of what was required.* 

Paddle-wheel Propellers, 

The float-boards of paddle-wheels are either radial or 
feathering. When the floats are fastened on radially, a 
great loss of power takes place on account of the obliquity 
on entering and leaving the water. 

By means of the feathering wheel the float-boards enter, 
continue in, and leave the water nearly at right angles to 
its surface ; this is effected by means of a series of rods, 
placed eccentrically, or radiating from a centre which is 
not the centre of the wheel. These rods at their outer 
extremities are attached to short arms fastened to the 
float'boards ; the floats-boards and their arms being movable 
round pivots in spurs projecting from the rim of the 
wheel, have their positions changed as the wheel rotates, 
the adjustment being made so as to enable the float to act 
upon the water, as stated above. Float-boards are im- 
mersed more or less deeply, according to the kind of vessel. 

The centre of pressure of feathering float-boards may 
be considered as situated at the middle of the boards ; in 
radial floats it is farther out, and may be taken as situated 
at about one-third of depth of float from outside edge. 

In connection with paddle-wheel propellers the term 

♦ Lecture by Mr. B. Griffiths, Boyal United Service Inst, 
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rolling circle is sometimes used. This rolling circle is 
the circle described by a point in the wheel which would 
generate a cycloid, or, in other words, the circle described 
by a point in the wheel whose rotatory motion is equal to 
the speed of the vessel. 

In Fig. 13, the circle B D, in rolling along the plane 

Fig. 13. 






A C, generates the cycloidal curve D B D, D D is therefore 
equal to B D x 3 • 1416, and this is the horizontal distance 
moved through by the centre of rolling circle O. We may 
thus form a rule for determining the diameter of the 
rolling circle when the speed of the vessel is known. Let 
d = diameter of rolling circle, v the velocity of the ship, 
represented by D D, and n the number of revolutions ; 

then d = • 

n X 3 1416 

If t; = number of knots per hour, and n = number of 

revolutions per minute, then the diameter in feet = 



d = 



n 



V X 6080 vx 32 25 

X 3-1416x60"" n 



The difiference between the rotatory velocity of a point 
in the rolling circle and of the rotatory velocity of the 
centre of pressure is evidently the effective velocity in 
overcoming the resistance of the vessel, and is simply the 
slip of the propeller. 



42 



PRINCIPLES OF MECHANICS. 



Screw PropeUers. 

Screw propellers have from two to four blades. Those 
propellers having two blades appear to give good results 
so far as speed is concerned, but propellers with three and 
four blades give a much steadier motion and less vibration. 

The pitch of propellers is of diflTerent degrees of fineness 
or coarseness. 

The blades of screw propellers are curved to such feur^ 
faces that, if continued, they would form a helix or screw, 
the central line or axis being the axis of the shaft on 
which the propeller is fitted. 

In Fig. 14, the curved lines round the cylinder repre- 
sent a screw or helix, the distance A B being the pitch or 

Fig. 14. 





the distance between two similar points in the same thread. 
Now, if we suppose this part of the thread to be unwound, 
we shall have the inclined plane C A, in which C A = 
length of thread from A to B, that is of one turn, and 
A B is the pitch, so that if eZ = diameter of cylinder on 
which the screw is cut, then the pitch :=i p =z dir tan. a. 
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where a = angle which the thread makes with a perpen- 
dicular to the axis, and tt = 3 '1416. 

The pitch x number of revolutions is the speed due to 
propeller. 

In the Griffiths' form of propeller a large boss, about 
one-third of the diameter, is introduced at the centre, and 
the blades are tapered to their extremities. 

About one-half only of the power of the engine is 
utilized by either screw or paddle propeller. Different 
views have been expressed as to the accounting for this 
great loss of energy, even after allowing for friction of the 
machinery. According to some, in screw propulsion there 
is an insufficiency of water for the screw to act upon. 
Others believe that it is accounted for by the reaction of 
the propeller on the stream lines at the stem.* 

According to some, the resistance which a screw pro- 
peller meets with increases with the depth of water. 
Some, however, are of opinion that any variation of 
resistance of the water is due to the presence of air, this 
air being drawn in by the screw. The presence of the air 
is apparent by the foam which is raised by the propeller. 

Hydraulic Propellers. 

Buthven's propeller acts on the principle of the turbine, 
the water being drawn into the wheel or turbine, and 
ejected forcibly through curved openings in the sides of 
the vessel. 

Horizontal Propellers. 

In Hoodie's propeller, tried in some small steamers on 
the Clyde, a vertical shaft carries a T-shaped bracket, 
at or near the extremities of which work two floats, each 
turning on a vertical axis. The whole is put in rotation 

* See Beport Exp. Besistanoe of a Full-aized Ship, Froude, 1874. 
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by the engine. The float motion is produced by spur- 
gear, and the conditions are such, that in one whole revo- 
lution of the central shaft and bracket, one half revolution 
of the floats takes place. The result of such motion is, 
that when one float is in a position at right angles to the 
line of the keel, and therefore most favourable for pro- 
pulsion, the other float is in the same line as the keel, and 
is therefore offering little or no resistance to the rotation. 
The vessel is therefore pushed forward. 

Experiments made showed a gain in favour of this pro- 
peller over the screw propeller of about 35 per cent.* 

The greater number of moving parts, however, is some- 
what prejudicial to its adoption for sea-going vessels. 

CONSTRUCTION OF VESSELS. 

A ship may be considered to a certain extent as a beam 
or girder. Girders, however, are designed to bear loads 
acting always in a given direction. The case of a ship 
amidst waves presents a very complex problem. At one 
time the bow and stern may be the principal points of 
support, at another the middle parts of the vessel may 
be the main support. Again, in rolling, the sides will be 
brought alternately into positions in which they will be 
subjected to different conditions of strain. 

Probably the best comparison that can be made is that 
of a hollow or tubular girder, such as the Britannia Bridge, 
or the Victoria Bridge at Montreal, where the top and 
bottom flanges will represent respectively the deck and 
bottom of the ship, and the side-plating or webs of the 
girder will represent the sides of the ship. 

The longitudinal strength should be continuous, and not 
broken, as is sometimes the case at the bulkheads. 

The rigidity of the whole structure should be ensured. 

* See * Trans. Inst. Engineers and Shipbuilders in Scotland/ yol. xii. 



NAVAL ARCHITECTUEE. 45 

The deck beams give transverse strength, and enable the 
vessel to resist the strains due to the motion in a sea-way. 

The principal parts to be considered are : 

1st. The keel. 

2nd. The stem and stern-post. 

3rd. The frames, transverse and longitudinal. 

4th. The deck. 

5th. Pillars. 

6th. Plating and riveting. 

1st. The keel. Keels were at one time placed ex- 
ternally. They have been designed of various forms. 
Internal keels are now of frequent use. 

2nd. Stem and stem-post are generally made of iron 
bars, and welded to the keel. 

3rd. The frames, transverse and longitudinaL In 
transverse framing we have a series of reversed angle-iron 
bars set athwart the vessel, as ribs to which the skin 
plating is attached. 

Longitudinal, the vessel is divided by bulkheads, with 
longitudinal stringers between, these longitudinal stringers 
being made somewhat like the "transverse frames." 

4th. Decks. The deck is of great importance. Deck 
beams stretch across and tie the frames together ; on these 
beams wooden planking is laid. A suJBficient amount of 
plating should be introduced between the planking and 
the deck beams to make the deck act as the upper flange 
of a girder. These beams are afifected by both compressive 
and tensile strains. 

5th. Pillars are placed above the keel ; they support the 
deck beams, and, if properly connected, also act as ties. 

6th. Plating and riveting. The plating is usually 
placed so that one plate is overlapped by the plates above 
and below it. The rivets are countersunk, so that their 
heads are flush with the surface of the plating. 
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There are two principal forms of riveting known as zig- 
zag and as chain riveting. In the former the rivets are 
arranged triangularly, whilst in the latter they are arranged 
in parallel rows. 

Composite ships are those in which wooden planking is 
fastened to iron frames. 

In the design of vessels it is necessary to distribute the 
load in reference to the displacement, so that there may be 
little or no tendency towards the action of unbalanced 
pressures, the tendency being towards a deficiency of buoy- 
ancy at the stem and stern, and to have an excess of 
buoyancy amidships. This excess of buoyancy amidships, 
or upward pressure due to the displaced liquid, tends to 
produce a curvature in the water-line of the vessel, which 
is convex upwards. Too much weight placed amidships 
produces a curvature in the reverse direction. The first- 
mentioned change of figure is technically termed hogging, 
and the latter sagging. 

The bending moment arising from these actions will 

vary with the form of vessel, on an average it may 

1 displacement x leneiih mi. x r • x 

be = — ^ — ^^ ^ — . The moment of resistance 

2U to 6\j 
of the cross section (taken at amidships) must be equal to 
this bending moment. The moment of resistance is found 
by finding the moment of inertia of the ironwork in the 
cross section, and multiplying the latter by the ratio of 
safe strength of iron, to distance of most severely strained 
plate of iron from neutral axis (or centre of gravity of 
section). Let M = bending moment, and let I = moment 
of inertia of the cross section, let/= greatest safe stress 
on the iron, and let y = distance of that piece of iron from 

neutral axis, then M = I x - . 

y 
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The distance y or depth of neutral axis from deck 
plating will probably be about ^ths of the total depth or 
distance from deck to bottom plating. 

Forms of Vessels. — The old practice was to make the 
length equal to four times the beam, and very full for- 
ward, or with what was technically called a " cod's head 
and mackerel's tail." 

Iron screw steamers are now made of lengths from ten 
to fourteen times the beam, the depth about -j^th the 
length, and drawing a considerable deal of water to suit 
the propeller. 

The weights of a large ordinary merchant steamship 
having a displacement of 5000 tons bear about the follow- 
ing proportions : — 

Per Gent of DiBplaoement. 

Vessel 32 

Engines and boilers 5 

Coals 9 

Cargo, &C. 54 

100 

To give an example of the manner in which we may 
generally show how the strains in 
a ship may be calculated. Let 
the vessel be considered as a 
hollow beam, rectangular in sec- 
tion, the shell of which for sim- 
plicity is supposed to be of a 
uniform section. Let the vessel 
be 320 feet in length, 34 feet 
broad, and 30 feet deep. Dis- 
placement = 3400 tons. 

Let the greatest bending or hogging moment be taken 

_ displacement x length 

20 



Fig. 15. 



as = 



= M. This formula for the 
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bending moment is identical with that used for a uniformly 

WxL 

loaded beam, or — ^ — because the length in this case is 

o 

not the extreme length of the vessel, but the assumed dis- 
tance at which it may be considered that she is supported 
by two waves passing in line of length: this length in the 

Wx — 

above case is = ^r-^ and .*. 5 = — ^rx — . W m 

2*5 8 20 

this case = displacement, or its equivalent, the weight of 

the ship. 

The above moment must be equal to the greatest 

I xf 

moment of resistance, or, as stated at p. 46, M = — - , 

from which when any three terms are known the fourth 
may be found. 

Let it be required to determine the quantity /, and let 
an assumed uniform thickness of 1'' of metal be taken for 
the section. 

Consider this case as in example given of calculation 
of moment of resistance of rectangular hoUow beam 
(" Strength of Structures "). 

Ai = 34 X 12 X 1, A2 = 34 X 12 X 1 
Ai = 15x12 ^2 = 15 X 12 

(the exact value for h^ and hz is evidently (15 x 12) — • 5 ; 
but in the present example this difference will not 
materially affect the result). 

* i = 1, and dJ = (30 x 12) - 2 
I = (34 X 12 X 1) X (15 X 12)^ X 2+ ^^^—^ x 2 
= 26438400 + 7647118 = 34085518 
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. ^ .. 1/ 34085518 x/ ,ono^o^ 
Moment of resistance = -^ = — -j ^ -jo = Io93o3/. 

Now to find the value of /, we have 

Displacement x L ^ I/^ 3400 x 3 20 x 12 ^ - 

20 y 20 X 189363 ^ 

652800 - Q . . ^ . , 

= noQQfiQ = / = 3 • 44 tons per square mch. 

3*44 tons per square inch is therefore the greatest 
stress to which the metal of such a section would be 
subjected. 

Seeing that wrought iron resists tensile stress better 
than compressive stress, the section may be adapted to 
suit this variation, but it must be borne in mind that the 
part of the section in tension is not wholly effective, on 
account of loss of material through fastenings, such as rivet- 
holes. It may happen, therefore, that the effective section 
in tension is less than the actual section, in the same 
proportion as the tensile is greater than the compres- 
sive strength of the material ; thus a uniform coeflScient 
of strength may be taken in computing the moment of 
resistance. 

If we have reason to suppose that the vessel is liable to 
bending action, in such manner that the sides now act the 
part of upper and lower members, whilst the latter men- 
tioned parts have now taken the position of the sides, as 
might approximately happen in heavy rolling, then we 
must make a second calculation for the new moment of 
resistance round its axis perpendicular to the one taken 
in the former case. 

The actual number of square inches in the section of a 
vessel of the dimensions given shows that the mean 

E 
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equivalent rectangular section would be about '9 inch 
thick, and the distribution as follows : — 

Sq. In. 

Keel, keelson, &o 250 

Bottom plating 240 

Side plating, &o 300 

Decks, stringers, &c 530 

1320 

The lower parts of the vessel then have 490 

Sides 300 

Upper parts 530 

Where wood is used, its section may be reduced to its 
equivalent in iron by dividing by 16. 

Freeboard is a technical term used to denote the height 
of the side of the ship above the water-line. 

Various rules have been given for calculating this 
quantity. Mr. Kobert Duncan, Past President Inst. 
Engineers and Shipbuilders in Scotland, in his rule for 
freeboard, uses the svm of the length, breadth, and depth. 
The length is taken between perpendiculars, the hreacUh 
is the extreme breadth, and the depth is depth of hold 
measured from the upper deck.* 

For first-class sailing vessels, the freeboard in inches is 
F = (L + B + D)-2. 

For first-class steam vessels, F = (L + B -|- D) • 15. 

Example. — Length 380', breadth 38', depth of hold 
28-5', and 380 + 38 + 28-5 = 446-5 and 446-5 x -2 = 
89-3". 

* See * Trans. Inst. Engineers and Shipbuilders in Scotland,' vol. 
xvii. 
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STEENGTH OP STEUCTUEES. 

STRAINS IN GIRDERS. 

Solid rectangular beams. 

If the beam A B be supported at the two extremities, 
and a load W be applied at the middle, there will be 
a bending action set up in the material of which the beam 

Fig. 16. 



Ik 



B 



m 

is composed, and there will also be a tendency to cut 

through or shear due to the action of the load and the 

consequent reaction of the supports. 

It is evident that the upward supporting forces must be 

together equal to, and opposed to the load; and if the 

load be acting at the centre of span, then each supporting 

W 
force will be equal to half of the load, or -^ ; and this 

will represent the shearing action which must be resisted by 
the material of the beam. From this it follows that the 
beam is also under the action of two couples acting in the 
direction shown by the arrows. The forces of these 

W 

couples are each equal to -^ , and their arms are each 

equal to ^, where S = span of beam, or distance between 

supports. The moments of these couples are each equal 

W S W X S 
to 17 X 5 = J — ' ^^^ ^'^^^ ^^ called the Bending 

Moment of the beam. 

£ 2 
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If the load be not at the centre of the span, then the 
supporting forces will no longer be equal, but will be 
inversely as the parts into which the span is now divided. 
Thus in Fig, 17 the load W is placed nearer to A than 



Pia. 17. 
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to B. The supporting forces are now found by the 
following proportion : — 

W : F^ : : S : B .-. F^ = WxCB ^ ^pporting 
^ S force at A, 

and W : Fb : : S : A /. Fb = ^xCA ^ supportiM; 
" S force at B, 

and these values F^ and Fb will represent the shearing 
forces acting in each division of the beam. 

The bending moment to which the beam is subjected 
will be 
F^xCA = FBxCB = ^^^xCA=WxCA^(.g 

If the load be uniformly distributed, so that we have 
a certain load per unit of span, such as so many lbs. per 
foot, 01 w X S, then it is evident that the supporting 

forces must be each equal to — ~ — ; and the greatest 
bending moment, viz. at centre of span, will be 

2 ^4 " 8 ■" 8 ' 

S 
where W = «? S and - is one-fourth of the span, or one- 
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half of the half span, which is the point at which the^re- 
sultont of the half load may be assumed to pass. 

We may find the bending moment by integration as 
follows : Let w = load per unit of span, and let da? = unit 
of span, then w (Z oj = load on d x. Let x be any distance 
from centre of span, then wdxxx ^ moment of that part 

of load represented hj w dx^ so that wxxdx = total 

bending moment = -^, which, when a? = -, or half span, 

wS^ W S 
gives -^ or -^ as before; and since the greatest 

WS 
bending moment when single load W is applied is = -j— , 

it follows that for same span and same load the beam is 
twice as strong when under a uniform load as when under 
a single load. 

When the beam is supported at one end only. 

Let Fig. 18 represent a beam supported at Wi, and 
loaded at its extremity B. 

Let W = load at B. The shearing force in OB will 
be = W, and the bending mo- 
ment = W X B = W X L, Fig. 18. 
where L = length of beam. To 
compare the strength of such a 
beam with one supported at both 
ends, we have to consider that, 
since this beam is in the con- 
dition of one half of that in Fig. 16, inverted, then 

W 

W X B = -^ X C B in Fig. 16; so that if W = same 

load in both cases, and C B = same length, then the 
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bending action is twice as great in the latter example 
(Fig. 18) as in the fonner (Fig. 16). 

K the load be uniformly distribnted at w per unit of 
lengthy then k; x L = total load, and the resultant action 

will pass at -^ from point of support ; the bending moment 

will therefore be = t(?xLx75 = -75- = — o— • 

When a beam is under the action of a series of loads 
placed at yarious distances along its length, the conditions 

are more complex. 

Fig. 19. -* 
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Let a load of 11 tons be arranged upon a beam of a span of 
30 feet, in such a manner that the loads are as follows : — 





Loads. 


Distance from F^. 


Atl .. . 


.. .. 2 .. 


.. .. 5' 


2 .. . 


. .. 3 .. 


.. .. 8' 


3 .. . 


.. .. 2 .. 


.. .. 14' 


4 .. . 


. .. 3 .. 


.. .. 18' 


5 .. . 


. .. 1 .. 


.. .. 23' 



11 



(1.) To find the supporting forces Fi and F2 we must 
take the sum of the moments of all the forces acting, 
and divide by the sum of the weights, as follows : — 

Load. Arm. Ft. Tons. 

Mo romid Fi = 2 x 5 = 10 

Ml „ = 3 X 8 = 24 

M, „ = 2 X 14 = 28 

M, „ = 3 X 18 = 54 

M4 „ = 1 X 23 = 23 



11 



139 = STim of moments 
11 = BTim of weights 



= 12-63. 
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12 • 63 then distance from Fi at which resultant passes, and 
/. 17*37 = other portion of beam. The supporting forces 

^, „ 12-63x11 . .Qi T^ ,17-37x11 
are therefore ^ = 4-631, = Fg, and ^^ 

= 6-369, =Fi. 

(2.) To find the bending moments round the points 1, 2, 
3, 1, and 5. 

The forces acting at the various parts of the beam are : 

Upwards. Downwards. Resultant. Moments. M^SSnte. MoSnteat 

AtFi 6-369 —0 = 6-369 6*369x5= 31-845 1=31-845 
.,1 6-369 —2 = 4-369 4-369x3= 13107 2=44-952 



44 - 952 
„2 4-369 —3 = 1-869 1-369x6= 8-214 3=53-166 

53-166 
„3 1-369 -2 = -0'631 -0-631 x 4 =— 2-524 4=50-642 

50-642 
„4 -0-631 —3 = -3-631 -3*631 x 5 = —18155 5=32487 

32 ■ 487 
5 -3-631 -1 = -4-631 -4*631 x 7 = -32-417 



V 



„ F, 4-631 -0 = 4-631 070 

In designing a girder, we have first to consider the 
shearing actions and the bending actions to which it is 
subjected. The calculation of the shearing force having 
been made by previous rules, sufficient sectional area of 
metal must be introduced in the web if a plate girder, or 
in the diagonals if a lattice or Warren girder, to with- 
stand this action. Again, having calculated the greatest 
bending moment, sufficient sectional area must be intro- 
duced in the top and bottom flanges to withstand this 
action. 

To express this by symbols for a simple case of a 
wrought-iron plate girder, let S = span of girder, D = 
depth of girder, both in feet ; let W = total load in tons 



56 PRINCIPLES OP MECHANICS. 

w 

uniformly distributed ; then — = greatest shearing action 

in tons, and D x 12 = depth in inches. Let t = thick- 
ness of plate of web in inches, and s = safe shearing strain 
of material in tons per square inch, then 

W W 

Dxl2xi5xs=iT-> Q^^ •'• ^" = 



2' 2xDxl2xs 

Let Si = safe tension or compression to which the metal 
in the flanges may be subjected, and therefore in this case 
may be taken, at least for short spans, as about equal; 

.1, 4 f k ^- . WxS , WxS 
then greatest bending moment = — ^ — and =r ^ 

= total thrust or tension in tons through the flanges. If 
6 = breadth of flange in inches, and d = its thickness, 

WxS 

also in inches, then h x d x s^ = ■:=- — -- and therefore 

D X 8 

I. ^ W K S 

X » or area = 



D X 8 X Si 

WxS. 

This formula, M = -=t ^9 is common to various forms 

D X 8 

of girders. 

For a plate, lattice, Warren, or tubular girder, 

WxS 



M = 



D X 8 



WxS 

For an arch rib, M = r^ ^, where E = rise of arch. 

xC X o 

WxS 

For a suspension bridge, M = -=r ^ , where D = de- 
pression at centre of span. 

The depth D, rise R, and depression D, should be 
calculated from the centres of resistance, or gravity, of the 
parts to which they belong. 

When a rectangular beam is subjected to transverse 
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strain, fibres which were originally straight become 
curved; this may be well observed in testing a piece 
of iron, a certain amount of curvature being produced 
during the deflection of the bar by the load brought 

upon it. 

In Fig. 20 the fibres are shown by the full and by the 
dotted lines, the latter representing the condition when a 
load is applied. This action evidently produces com- 
pression in the upper part and tension in the lower, 
because the originally straight layers have now become 
bent, and form concentric arcs, of which the nearer are 
shorter than the more remote from the centre of 
curvature. 

Fig. 20. Fig. 21. 



■ ■ ^■ ■ .j 
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These strains may be assumed to vary uniformly from 
the central layer — which remains unaltered in length, and 
thus is a neutral or undisturbed layer, — and therefore such 
a diagram as Fig. 21 will represent this distribution of 
strain, the area of the equal triangles O A B and D 
representing the total compressive strain and the total 
tensile strain respectively. 

To express this strain by a formula, let AB or CD 
be expressed by s^ = strain to which the exterior layer 
is subjected ; let d= depth of beam or B C, and let 
the breadth of the beam be equal to h; then total com- 



pressive stram = q- X ^ x o. 



Multiply this by its 
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leverage, or distance of centre of gravity of A B from 0, 



d 2 . 
~ 2 ^ 3' 



1 8i d ^ d 2 

we nave 2'^2^2^3~ 



12 



Again, multiply this by 2, as we have a similar moment 
in lower or tensile part of beam, and we have 



8,d^h 
12 



x2 = 



s,dH 
~6~ 



which is the Momeni^of Resistance of the section, and this 
must be equal to the bending moment, or 

WxS s.d'h 



8 



6 



Fig. 22. 



The strength of cross sections is sometimes expressed 
in terms of their moments of inertia, and this arises from 
the foUowiDg considerations : — 

Let A B C D in Fig. 22 represent a cross section of a 
rectangular beam, and let T T be the neutral axis of the 

section. Let dx represent the thick- 
ness of any layer of a breadth h, and 
at the distance x from neutral axis ; 
then hxdx will be the moment of 
that layer. Now, since the resistance 
to bending of each layer increases 
uniformly with its distance from the 
neutral axis, the stress will have the 
following proportion, Si : 8 :: Xii x, 



35c 



& 



or 8^0? == sxiy and 



81 X . 

8 = — (s = 

Xi ^ 



stress at distance x, and Si = stress at distance o^i ; cei in 

this example is = half of depth of beam, or ^, because 

the neutral axis passes through the centre of section). 
Multiply the moment hxdx by the value of s, and we 



X 
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hs 
have — -x^dx; and taking the integral or sum of these, 

Xi 

or — / x^dx = — ^r^ , we get the moment of resistance 

of the section. 

The part of the above integral represented by J ( x^d 
is called the moment of inertia of the section. The ex- 

T 3 

pression — ^ may be shown to be similar to that already 

Xi t> 

obtained by a different process, for the summation or 

integration being effected, x has now become Xi ; so that 

, hs^Xi . , , d T hsid^ ^^ 

we have — ^—. Again, smce oji = ^, we have ^^ as the 

moment of resistance of the upper half of the section, and 

therefore — ^ — = moment of resistance of whole section. 



The moment of inertia of cross sections is thus frequently 

met with in books on mechanics expressed as I, and the 

8 I 
moment of resistance as -^ ; so that, as appears from the 

Xi 

foregoing investigations, in order to obtain the moment of 
resistance of a cross section, we take the moment of inertia 
and multiply it by the greatest stress Sj to which the 
material is supposed subjected, and divide by the distance 
Xi at which the most severe stress acts from the neutral 
axis. 

Where the load is applied at the centre, the bar does 
not bend exactly in a curved ^^ 2^ 

form, the actual form being 
more, as shown in Fig, 23. ^ 

8i may be either the ulti- 
mate or breaking strength of the material, the working 
strength, or the proof strength. 
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Fig. 24. 



r 



^ 



L. 



J 



Experiments have been made with bars composed of a 
transparent material, such as glass, whereby, by means 
of polarized light, the position of the neutral axis was 
determined. 

The moment of resistance of a hollow or of a compound 
section may be determined by finding the moment of 
inertia of the cross section, and multiplying this moment 

by the ratio of the greatest stress 
to the distance from the neutral 
axis at which that stress acts. 
Let Ai = area of top, and Aa 
-^ = area of bottom of rectangular 
hollow beam, as shown in Fig. 24, 
Let YY be the neutral axis of 
the beam. Let hi and \ repre- 
sent the distance of the centres of gravity of Ai and Aj 
from YY, and let 6 and d represent the breadth and 
depth of the sides, which are supposed similar, then 

Moment of inertia ^\-=. K^y. l[^^-\- K^x If?^-^ rr^ x2 

Moment of resistance = -^ = ( Ai x A?+ Aa X A«+ T?r X 2 ) ^ 

y \ ^12 J y 

f (= Sj) being the stress upon the outside layer, and y 

the distance of that layer or point at which the stress 

acts from the neutral axis of the section. 

We may also determine the moment of resistance of 
such a cross section by the method previously explained, 
see page 57. We first find the moment of resistance for 
the outer section, and then the moment of resistance for 
the inner section; and the diflference of these is the 
moment of resistance of the hollow section. 

Eosamples of both Methods. — In a plate box-girder, 
outside dimensions, breadth 10 inches, depth 20 inches, 
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thickness of plates throughout = J inch, greatest safe 
working strength of the iron = 4 tons per square inch, 
then 

M. = i^^^<^^ = 2666-6 

M. = ^-«%^^ ^^' = 2057-7. 

and Ml - Ma = 2666-6 - 2057-7 = 608-9 inch tons. 
3 - 8 tons = resisting strength of iron at outside edge of 
inner section, or 20 : 19 : : 4 : 3 - 8. 

To determine the moment of resistance of such a cross 
section by the method of moments of inertia, we have 

Area. . K w 103 

I = (10x-5) X 9-75^x2+ — j2 — X 2 = 1522-208, 
and moment of resistance 

= i^ = 1522 • 208 X 4 = 608 • 88 inch tons. 
y 10 

Factors of Safety. 

Factors of safety are the ratios existing between the 
different forms of strength, thus 

Breaking strength __ 6 3 
Working strength ~" 1 1 ' 

When the load is suddenly applied, or in the condition 

called a " live load," then we use the ratio j ; if the load 

3 

is steady, we use ^ • If we then are designing, say an 

iron girder, where the moving load comes suddenly upon 
it, we take one-sixth of the breaking strength of the mate- 
rial for the value of/. K^in the design we consider the 
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weight of the structure itself, then, in allowing a suffi- 
ciency of metal to bear its own weight, we take one- 
third of breaking strength for the value of /. 

From experiments made by the author, it appears that 
the tensile strength of cast iron is to the cross breaking 
strength as 26 : 1, The sections and sizes of bars being 
for tensile strength links of 1°" section; for bars, span 
36 inches, breadth 1 inch, depth 1 inch, the mean tensile 
strength was 20,981 lbs., and the mean transverse strength 
was 805 lbs, ; so that by using the equation already given, 

1 — = — - — , we have, when W = load at centre of 
bar in lbs., and S = span in inches, 
(1.) hJi^ = «Q5 X 36 ^ ^^ .^ ^^ ^ 43^470 ^^^ 

which may be called the extreme rupturing strain of the 

fibres in lines parallel to the axis of the beam. 

(2.) To find the tensile strength of the metal when the 

cross breaking strength is known, we have 

* 72 W X S 
T (= tenacity in lbs. per square inch) = j-^ 

l(P 
(3.) W = -^ X c, where W= weight in cwts. at centre 

of bar, S = span in feet, and e a constant = 22, determined 
from these experiments. 

From the consideration of the distribution of the strains 
in the cross section of a rectangular beam, it appears that 
the straining action is most severe at the outside layer, 
and decreases uniformly until the line of the neutral layer 
is reached. If, then, the outside layers are under their 
greatest strain, it is evident that those nearer the centre 
or neutral layer will receive less strain than what they are 
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able to bear, so that there is a waste of material in this 
arrangement. From such considerations it was proposed 
to adopt a form of an I shape, such as is now in use for 
girders. By this means the outer layers of the rect- 
angular beam are represented by the flanges of the 
girder ; and by making these flanges suflBciently wide, 
the material which would lie between the outer layer and 
the neutral axis in the rectangular beam may be trans- 
ferred or concentrated in the flange of the girder, in 
which position it offers considerably more resistance to 
the straining action than in the former case. The flanges, 
then, of a girder bear the bending action of the load, and 
the web or part keeping them apart is under the action of 
shearing or cutting through forces. 

In determining the straining actions in a Warren or zig- 
zag girder we may proceed by two different methods: 
1st, by dividing the whole compound frame into a series of 
simple frames ; and 2nd, by considering the action of the 
forces upon the compound frame as upon a beam. 

1. By the Method of Frames, 

Let the frame 1, 2, 3, 4, be loaded at the points 2, 
5, 7, 6, and 3, with loads of 1 ton. Let the angle of 
the bars be 60°, that is to say, the triangles are equi- 
lateral. 

Now let the compound frame be considered in detail, so 
that the first consideration is to find the strains in the 
frame 1, 2, 3, 4 (Fig. 25), then we have a load of 1 ton 
at 2, and a load of 1 ton at 3. Let Fi be the supporting 
force, equal and opposite to the downward force at point 
of support ; Si = stress on the bar 1, 2, or 3, 4 ; Hi = 
horizontal thrust upon the bar 1, 4, Since the angle 
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at 1 is an angle of 60°, we have the following relations 
existing between the forces, F^ : Si : Hi : : • 86 : 1 : • 5, 

F, F-5 

and therefore -^ = Si and -^77 = Hi, and if 

"86 -86 

Fi = 1 ton, then we have Si, or stress on bar 
1, 2, or 3, 4 = 7^ = 1 • 16 ton ; and H, or hori- 

Ix '5 
zontal pull on the rod 1, 4 = = 58 

ton ; tabulating these for the first frame, we have 

(1.) Fi = 1 ton = load at 2 or at 3. 
Si = 1 -16 ton on bar 1, 2, or 3, 4. 
Hi = 0-58 ton on bar 1, 4, or 2, 3. 

Fig. 25. 
1 1 





Fid. 26. 



Fig. 27. 

We have now to calculate the stresses on the bars of 
the second frame 5, 2, 3, 6 (Fig. 26) ; and since we have 
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also a force of 1 ton at each point of support, or at 2 and 
3, we have as the stresses, 

(2.) Fa = 1 ton = load at 5 or at 6. 

52 = 1 " 16 ton on bar 2, 5, or 3, 6. 
Ha = 0*58 ton on bar 5, 6, or 2, 3. 

Again, in the third and triangular firame (Fig. 27), 
we have 

(3.) F3 = 0-5 ton = load at 7. 

53 = 0-58 ton on bar 7, 5, or 7, 6. 
Ha = 0-29 ton on bar 5, 6, or at 7. 

The total stresses on the combined frame are therefore 
as follows : — 

Supporting force at 1 or 4=F,+F,+F,=1+1+ •5=2-5 tons. 
Stress along 1, 2, or 3, 4=S,-f S,+S,=l-16+l-16+0-58=2-9 tons. 
Stress along 1, 5, or 6, 4=H,+H,+H,=0-58+0'58+0-29=l-45 ton. 

Supporting force at 2 or 8=F,+F,=l+0-5=l-5 ton. 

Stress along 2, 5, or 8. 6=Sa+S,=l-16+0-58 = l -74 ton. 

Stress along 5, 6, or 2, 3=(Hi+Hj+H,)+(H,+H3)=l-45+ •87=2*82. 

Supporting force at 5 or 6=F,=0*5 ton. 
Stress along 7, 5, or 7, 6= S,= 0*58 ton. 
Stress along 5, 6, or at 7 = (H,+Hj+H,)+(H,+H0+H, 

= l-45+-87+-29=2-61. 

2. By the Method of Sections. 

Total load = 5 tons, half of which is supported at each 

of the points of support 1 and 4 ; therefore the vertical 

5 
forces at 1 and 4 are each equal to ^ = 2*5 tons. 

Again, the vertical force acting between 2 and 5 is 
2*5 tons — 1 ton =1*5 ton; . and finally, the vertical 
force between 5 and 7 = 1'5 — 1=*5 ton. 

Tabulating these, we have 

2 • 5 tons = supporting forces at 1 or 4. 
1*5 ton = „ at 2 or 3. 

• 5 ton = „ at 5 or 6. 

F 
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And by nmltiplying these values by the same ratios as in 
case 1, p. 63, we have for the inclined stresses, 

2 • 90 tons = stress along 1, 2, or 3, 4. 
1-74 ton = „ 2,5, or 3,6. 

0-58 ton = „ 7,5, or 7,6. 

The horizontal stresses are found by finding the bending 
moments at the points 2, 5, 7, 6, and 3 (as explained at 
p. 54), and dividing the moments so found by the depth 
of the girder, thus : — 

Tons. 

Supporting force at 1 = 2*5 

„ „ 2 = 1*5 

„ 5 = 0-5 

„ 7 = 0-0 

' Bending Moments. 

Round 2 = 2-5 X -5 =1-25 

„ 5 = (1-25 + 1-5 X -5) .. =200 

„ 7 = (1-25 +75+ -5 X -5) =225 

And the horizontal stresses are, 

1*25 
At 2 or 3, or their opposites = -^^ = 1 • 45. 

2 '00 
At 5 or 6, or their opposites = -7^ = 2*32. 

2 '25 
At 7, or its opposite = -7^ = 2 • 61. 

On comparison of the two methods it will be seen that 
the results are similar. 
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Plate Oirders. 

Fig. 28 shows in section a wrought-iron plate girder ; 
Fig. 29 shows part of same girder in elevation. A and B 
are the flanges of wrought-iron plates, siiitably joined at 
their extremities by covering plates ; C is the web, gene- 
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rally of thin plate. Angle-irons D are riveted to the web, 
the flanges being also riveted to the angle-irons. Stiffen- 
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ing pieces of tee-iron E are riveted to the web and flanges 
to give additional stiffness to the structure. 

The pitchy or distance between the centres of the riv^t- 
holes, is from 3 inches to 4 inches. 

When the span is considerable, it is more economical to 
use a girder having a web of open work instead of solid 
Of such girders the principal are the 

Lattice Girders. 

In this form of girder the flanges are separated from 
each other by a stiff framework of bars arranged dia- 
gonally, the angle generally being 45°. These 
bars at their points of intersection are se- 
cured by rivets. 

A convenient form of constructing such 
girders is to have a double web to each set 
of flanges, the flanges in section being 
trough-shaped, as shown in Fig. 30. 

The number of intersections of the bars 
will depend on their size and form. 

In the Warren or zigzag arrangement of 
web bars there are no intersections, the bars forming a 

series of equilateral triangles. 

F 2 



Fig. 30. 
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This form of girder has been much used for foreign 
work, from the facility with which it can be put together, 

Fig. 81. 




especially when the ends of the struts and ties forming the 
triangular web are secured by bolts instead of rivets. 

The use of rivets is, however, more common now than 
formerly, as it is found that such fastenings give greater 
rigidity than bolts. 

The Crumlin Viaduct, in South Wales, is a large 
example of this form of girder. The railway in this case 
is carried on top. 10 spans, each 150 feet, 14 feet 6 inches 
deep ; top member box form, 14" x 9" ; bottom member of 
flat bars, 6" x f " ; 18 diagonals in span ; struts + section ; 
ties, flat bars. 

Bawstrinff Girders. 

When the upper flange is curved into a parabolic or 
circular form, and having its ends secured to the lower 
flange, the girder is known as the bowstring or bow-and- 
string girder. In this case the upper flange acts as an 
arch, its ends or points at which the thrust is exerted 
being kept in or tied by the lower flange, which thus acts 
as a " tie." The intermediate space between bow and tie is 
filled with diagonal bracing, to give rigidity and also to 
distribute the straining action due to a passing load. 
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Such girders are suitable for railway traffic, as they are 
stiff under passing loads. 

A convenient form is that having the bow and tie of a 
trough-shaped form, as exemplified by Figs. 30 and 32 ; the 



Fig. 32. 




web bracing being alternately of bars of tee-iron and channel 
iron riveted at points of intersection. When the span of 
such girders is considerable, the upper parts of the bow 
have to be braced together to keep the two girders or 
frames in place. Triangular framework also serves in a 
bracket form to give lateral stability. The cross girders 
rest on the inverted trough formed by the lower member 
or tie. These girders are covered with planking, along 
which heavy wooden beams run carrying the rails. 

Tvhular Girders. 

The three great examples of this class of girder are the 
Britannia Bridge across the Menai Straits in Wales, the 
Victoria Bridge across the St. Lawrence at Montreal, and 
the Conway Bridge over the Conway, all by Kobert 
Stephenson. In this form of girder the upper and lower 
flanges constitute the top and bottom of a rectangular 
hollow beam ; the web, being in duplicate, forms the sides, 
rails being laid on the lower flanges ; the railway traffic 
passes through this hollow beam. The flanges are made 
cellular, and, on account of this, are more difficult to keep 
in good order from the difficulty of repainting. 
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The Britannia Bridge consists of two continuons girders, 
each 1487 feet long, resting on three stone towers and two 
abutments, and forming four spans. Each girder is fixed 
to the central tower, but is free to move on rollers placed 
on the other towers and abutments. The two central spans 
are 459 feet each, and the two shore spans are 230 each. 
The bridge is 100 feet above the surface of the water. 
Depth, aboat -^th span. 

The Victoria Bridge is a single continuous girder. 
Length from bank to bank = 10,384 feet, or about two 
miles. Centre span, 330 feet ; each of the others, 242 feet : 
25 spans in all. Width of piers, 16 feet; the two centre 
piers, 24 feet each. Some of the stones weigh 7 tons 
(limestone). Depth of centre tube, 22 feet, or about rrth 
of span. Height above summer level, 60 feet. The cen- 
tral tube weighs about 600 tons, and is lifted at centre 
If inch by 80° of range of temperature. 

The Conway Bridge consists of two tubes of 400 feet 
span resting on masonry abutments; each tube weighs 
about 1300 tons. Depth, -^th span. 

Such bridges are not now in much favour with engi- 
neers, the open or lattice type being preferred. 

Arch Bibs. 

An arch-rib girder may be looked upon as a bowstring 
girder, whose ends, instead of being kept in position by a 
tie, are sustained by the reaction of abutments at the 
springing, as in the case of arches of masonry. 

The rib is formed to a parabolic curve, or more generally 
to an arc of a circle. The form of the rib itself is usually 
I shape, and the depth of the rib at the crown of the arch 
is usually fixed conventionally as a certain proportion of 
the span, about ^irth, increasing towards the springing. 
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Along the crown of the rib, and sometimes running into 
it, is placed a horizontal stringer of plate iron, suitably 
stiffened by plate and angle irons. 

The spandril filling consists usually of a series of verti- 
cals at regular intervals and diagonal bars between. By 
this means the rib and stringer are connected, and loads 
are transmitted to the rib. 

Fig. 33. 




Two important matters must be attended to in arch-rib 
bridges, viz. the proper abutting of the ends of the ribs on 
the bed-plates, bolted to the masonry, and the proper trans- 
verse bracing necessary to bind the two or more parallel 
frames (made up of the rib and spandril, &c.) together. 

In some cases, in order to provide for the expansion of 
the metal by changes of temperature, the rib is hinged or 
rests on trunnions at the springing; it seems probable, 
however, that the friction arising from the great pressure 
on the joint prevents the desired motion of rotation, so 
that the rib is probably as well placed when carefully set 
on bed-plates with plane surfaces. 

Suspension Bridges, 

By means of chains or ropes of wire suspended from 
supports, roadways may be carried over considerable 
spaces. 

A suspension bridge, then, consists of a chain or wire 
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rope passing oyer towers, the ends of the chain being 
securely fixed or " anchored " in masonry at some distance 
behind and below the towers. Suspending rods, usually 
vertical, are placed at regular distances; these support 
the roadway, which is generally of wooden planking. 
The chains of the bridge are made of long flat bars 
connected by steel pins. 

Fig. 34. 




The great drawback to the more extended use of such 
bridges is the oscillation of the roadway due to the trafiBc. 
Such bridges, however, may be considerably stiffened by a 
rail or parapet of lattice work. 

Any action upon such bridges taking place at regular 
intervals may seriously endanger their stability, as the 
tendency is to an increasing series of oscillations. 

The Menai Bridge (for road traffic; roadway 30 feet 
broad; span, 570 feet; height of roadway above high 
water = 100 feet), by Telford, is a great example of this 
class of bridge, the chains being formed of long flat bars 
or links connected by bolts. 

The Niagara Bridge (road and railway traffic), span, 
1040 feet. Wire ropes in this case act instead of chains 
to suspend the roadway. 

The curve of equilibrium of the chain of a suspension 
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bridge, when a uniform load rests on the platform, is a 
parabola ; when unloaded, the curve is a catenary. 

An example of a combination of bow and suspension 
bridge, by Brunei, is that at Saltash, in Cornwall. This 
bridge, erected over the Tamar, consists of two spans of 
433 feet ; the upper member is an oval-shaped tube 12 
feet deep and 16f feet wide, and stiffened by longitudinal 
ribs and transverse rings ; the ends of the tubes are " tied " 
by suspension chains ; the total depth of combined girder 
is 56 feet, of this the rise of the bow is 29 feet and the 
drop of chain = 27 feet. 

Greatest range of temperature observed at Saltash 
= 97°, and the consequent variation = 2f inches. 

Continuous Girders. 

When a horizontal girder is long, there will be so much 
movement due to the expansion and contraction of the 
metal from summer to winter temperatures, that some 
mechanical arrangement must be devised to obviate this 
action. This is usually accomplished by placing metal 
rollers in a framework under one end of the girder, the 
other end being fixed; the free end, therefore, moves 
backwards and forwards according to the temperature, 
and thus no prejudicial straining action is set up. 

Where a considerable space is to be covered, several 
spans will be required, these spans resting on suitable 
supports. In some cases all the spans are connected, thus 
forming one long girder. Such girders are called conr 
tinuouSy and are usually fixed on the middle pier or 
support, and are thus free to expand on either side. This 
principle is carried out in the Britannia and some other large 
structures. The advantage of this arrangement lies in the 
transference of a part of the bending moment, which 
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would arise in a free single span, from the centre of span 
to the point of support or top of pier. This entails 

Fig. 35. 




changes in the curvature, and consequent change of stress 
from tension to compression, and vice versa, at and about 
the points at which these changes of curvature take place. 
It is evident that, if the various curves which the beam 
assumes be equal and regular, the points of change of 
curvature will occur at distances from centre of points of 
support of one quarter of the distance from centre to 
centre of two contiguous piers. 

When a bridge is constructed across a river-course or 
estuary having a sandy bed, a convenient method of 
erecting piers or supports is by sinking cylinders of metal, 
and by filling the hollow pillar so formed with concrete 
and masonry. 

The necessary excavation inside the cylinders is effected 
in various ways. In some cases by air pressure, and in 
others by mechanical excavators. Milroy's excavator is 
a successful application of the latter method to such 
purposes, the general arrangement being a ring-shaped 
frame having a series of pointed iron spade-shaped pieces* 
attached in such a manner that, when the whole apparatus 
is lowered into the cylinders, the sharpened spade-like 
pieces enter the soil, after which, by means of mechanism 
connected with the upper surface, these spades are closed 
so as to draw up and hold the excavated material; the 
whole is then raised, and the material removed. 
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COMPOUND BEAMS 

(or wood beams stiffened by an iron tie rod). 

In this form of beam we have the upper or timber 
portion in compression, and the under or iron part in 
tension. This is obtained by placing brackets at right 

Fig. 36. 
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angles to the axis of the wooden portion, which hold the 
iron rod or tie out from the beam, the ends of the tie 
being secured to the ends of the beam by plates and 
screws. 

The calculation of the strains at central part is similar to 
that for an ordinary girder, as in this case the wood beam 
is the upper and the iron rod the lower member; and 
by finding the beiiding moment and allowing suitable 
coefiScients of strength, the proper sectional areas may be 
determined. The strains upon the sloping parts of the 
tie will be found by the method of triangles. 

Let 8 = horizontal pull on tie rod ; then if Z = length 
of sloping part of *tie rod, and i{ d = depth of beam 
(measured to centres of top and bottom members), the 
strain upon the sloping part of tie rod will be 

8x1 __ 8x1 
where A = ^'P -^ d^ =: horizontal projection of I. 
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PLATFORMS OF BRIDGES. 

In all iron bridges the platform for the roadway is an 
important element, especially in those for road or street 
traffic. Where the traffic is heavy, such as in the case of 
bridges crossing rivers running through large cities, a 
very strong platform may be made by connecting the 
horizontal stringer in arch ribs, or the flanges — upper or 
lower, as the case may be — in the other forms of girders, 
by cross girders, and covering the rectangular spaces left 
by Mallet's buckled plates, upon which asphalte, concrete, 
and granite setts are placed for the traffia 

Where the traffic is light, planking of, say, 10" x 4" 
may be laid upon the cross girders (if placed diagonally 
it will be favourable to rigidity), and upon this flooring 
cubical wooden blocks of end wood of 4" x 4" x 4" are 
then laid. The planking should be coated with tar, co- 
vered with a thin layer of asphalte, and the blocks set 
and grouted with hot tar. 

The greatest moving load for a road bridge may be 
taken as 1 cwt. per square foot. 

DEFLECTION OP BEAMS. 

When a beam is under the action of a load, a certain 
amount of depression or deflection takes place. 

If we consider this subject in a general way, it will 
appear that by incre^^sing the load an increase of deflection 
irill follow ; and if we lengthen the span a still greater 
deflection will be the result. 

Again, since by increasing the section of the beam 
additional strength is given, a decrease in the deflection 

W X S* 

will ensue. So that generally, deflection = .p, , - . 

E = modulus of elasticity of the material. 



DEFLECTION OF BEAMS. 
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It must be borne in mind in considering the subject of 
deflection, that for given increments of extension of a cord 
or bar supported at its extremities, there will be a more 
rapid increase of deflection. 




To give an example : Let A B be a cord or bar which 
by the action of forces is first brought into the position 
A D B, and second into that of A E B. Let A B = 20, 
and C B = 10 ; and let B D in first case = 10 • 1, that is 
to say, CB has been extended by '1, or i^th of itself; 

the deflection C D is evidently = VlO'P - 10^ = 1-41. 
Let a farther extension of • 1 take place, so that E B = 

10 • 2 ; the deflection C E is now = VlO-22 - 10^ =2-01. 
The ratio of stretched lengths to original lengths is 

-Tj-TT- and -zrjr- , and if the deflections were proportional to 

the extensions, we should have 

102 X 1-41 ^^.^^ 



101 : 102 :: 1*41 



101 



but we see from above illustration that the actual deflec- 
tion in this latter case is 2 • 01 ; therefore the deflection 
increases in a faster ratio than the extension or addition 
to length of the cord or bar. 

This principle is of importance in the chains of suspen- 
sion bridges. 

From experiments made by the author it would appear 
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that the deflections of similarly shaped beams yary nearly 
directly as the loads and cubes of the spans, and inversely 
as the breadths and cubes of the depths, or deflection 

_ W X S^ 

The mean breaking weight of 771 cast-iron bars of 
36 inches span, 2 inches deep, and 1 inch broad, was 
3439 lbs., and the mean ultimate deflection was '377 inch. 

The mean breaking weight of 72 cast-iron bars of 36 
inches span, 1 inch deep, and 1 inch broad, was 805 lbs., 
and the mean ultimate deflection was ' 626 inch. 

To determine the value of the constant c in above 
formula, we have, when the weight is taken in cwts. and 
the span in feet, 

W X S^ 30-7 X 27 „- ^ ^^^^ 

—j-jT- ^ = — -. B- X c = -377, and .-. e = -0036. 

oar 1x8 

Cwts. 

Ex, 1. ^^'J ^?^ X -0036 = -873", actual def. = -877". 
1x8 

CwtB. 

Ex, 2. ^'^ ^^ X -0036 = -699", actual def. = -626". 
1x1 

CwtB. 

Ex. 3. , J X -0036 = -303", actual def. = -328". 
1x8 

STABILITY OP STRUCTURES. 

The object of a retaining wall is to resist the thrust of 
a mass of earth or sand, or of a body of water. 

As the latter case is the simpler, it may be considered 
first. 

Betaihing Walls to resist Fluid Pressure, 

Since the action of fluids is to produce normal pressure 
on all exposed surfaces, and since the intensity of such 
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pressure is directly as the depth, we have a ready means 
of ascertaining the total pressure on any exposed surface, 
such as the face of a wall of masonry. 
Let A B D in Fig. 38 represent 
in section a wall of masonry which 
resists the pressure of the water in a 
reservoir. Let d = depth of water 
in feet, then, since the weight of a 
cubic foot of water is 62*4 lbs., 
62'4 X d = weight of a column of 
water of a base = one square foot, and of a height = d^ 
and this pressure will be exerted vertically on the bottom 
of the reservoir. Now, since the pressure of fluids is 
exerted equally in all directions, there will be a pres- 
sure = 62'4 X ei exerted upon the lowest square foot 
of surface in the face A C (in such investigations it 
is usual to consider a breadth of face = unity). Lay 
off E = A C; and if A C represent d x 62*4, then 
will CE also represent d x 62*4, or the horizontal 
pressure on the lowest square foot of surface of the wall. 
It is evident that the pressure on the next higher square 
foot must be less in proportion to the decreased height, 
and so on decreasing uniformly to the top at A ; the total 
pressure will therefore be equal to the area of the tri- 

d? 
angle AEG, so that ^ x 62*4 = total pressure. The 

resultant of this pressure acts through the centre of pres- 
sure, situated at a distance above C = ^ of A C, and the 

moment therefore will be -^ x 62*4 x i^ = tt X 62*4. 

2 D 

Now, if we wish to ascertain what weight of wall would 
just withstand the fluid pressure, we must have a balance 
of moments round the point D. 
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Let h = height of wall, 6 = its thickness (the breadth 
being = unity), and let the weight of the masonry 
= 120 lbs., then h xi X 120 = weight, and the moment 

of this weight = A X X 120 X „ = — 9 — ; 9 is taken 

as the arm of the force, as the wall in this example being 
rectangular, the resultant of the weight passes through 
the centre of figure, which is also the centre of gravity. 

We have therefore the equation ~ x 62*4 = ^ , 

so that by fixing the depth of water and height of wall, 
we can determine the thickness with which the wall 



would just stand, or 6 = a/^ 



d? X 62-4 



Fig. 39. 



3 X A X 120 

The stability of the wall may be also determined by 
constructing a diagram of pressures as follows. Calculate 

the total pressure due to the 
fluid as before, and to scale, 
and at a distance C P = one- 
third depth of water, draw 
the horizontal line P H, and 
lay off O H equal to the 
pressure of the fluid. 

Through G, which is the 
centre of gravity of the wall, 
draw the vertical line G O L, 
and lay off L = weight of 
wall ; complete the parallel- 
ogram O H K L, and join 
OK. O E will then represent in magnitude and direction 
the combined force; and according as that line passes 
outside or inside of the point D, will the wall be in 
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unstable or stable equilibrinm. If the line R pass 
through the point D, indifferent equilibrium will ensue. 

It is evident that for safety the line should cut the base 
C D at some point behind the point D. 

In practice the deviation of the point of intersection 
from the middle of the wall is about one-third of the 
thickness of the wall at that point. 

Such walls are usually constructed with one or both of 
the faces sloped, or with a ** batter," as it is technically 
termed. Such batter may be varied, but by keeping the 
middle of the wall of the same thickness as that found by 
the previous formula, and by decreasing and increasing 
this by equal parts for top and bottom thicknesses, the 
weight will still be as before, and the figure will be 
better adapted to resist the overturning pressure of the 
water. For example, let A B C D be a rectangular wall 
as before, and let h = middle ^^^ ^^ 

thickness, as found by the for- 
mula, then if the thickness at 
top be decreased by SB, and 
if the thickness at base be in- 
creased by the same quantity, 
or D T, the weight will remain 
the same. 

In some large examples of such structures, the faces 
of the wall are curved surfaces. The curves most suitable 
are logarithmic. The advantage of such forms lies in the 
saving of material. In such examples the resultant line 
of action of the overturning and of the resisting forces 
is a curve. 

Where earthwork embankments are used for the storage 
of water, it is usual to make the slope of the inner or water 
face 3 to 1 (i. e. 3 horizontally to 1 vertically), and that of 

G 
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the outer face 1^ to 1; or 2 to 1, according to the material 
employed. 

Betaining Walls to resist Earth Pressure. 

The same principles apply to earth retaining walls as to 
those for the storage of water ; but in this case the over- 
turning forces due to the horizontal pressure of the earth 
or other loose material are less than in the case of a fluid 
such as water. This decrease in pressure is due to the 
friction of the particles of the earthy material. Various 
formulae have been given for calculating the horizontal 
pressure, that of Professor Bankine being perhaps the 
simplest. By his method we multiply the vertical pres- 
sure (depth X weight of a cubic foot of material) by the 

ratio ; r^— , where a = angle of repose of the mate- 

1 + 8m.a ° ^ 

rial, or the angle which the natural slope of a bank of 

Tj,,^ .- the material makes with the hori- 

^ ^ zon. Let A B D in Fig. 41 

represent a bank of earth whose 

natural slope or Z B A D = 37° 

(about an average value) ; then 

if B D, or dy = depth of earth, 

^ of a weight per cubic foot of 

100 lbs., then the vertical pressure at J) = d x 100, 

1-3 

and the horizontal pressure at D = ei x 100 x .. 3 = 

J- "T* T 

d X 100 X i, that is to say in this case the horizontal 
pressure is only one-fourth of the vertical pressure. In 
the foregoing formula y is taken as = sin. 37°. 

Towers and Chimneys. 
Such buildings being exposed to the action of the wind, 
sufficient stability must be allowed in order to ensure 
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safety. If the biiilding in elevation be rectangular, then 
the total preeaure due to the wind will be = area x p, 
where p= wind pressure per square foot; p may be 
taken as about 55 lbs. per square foot for such structurea 
in this country. 

Let A B C D in Fig. 42 represent a tower or chimney 
under the action of wind pressure on the face j. ._ 
B A ; let A = area of that face, then A x 55 
= total pressure ; and if we consider this 
pressure to be exerted through the centre of 
pressure, or centre of gravity of the exposed 
face, there will be an overturning moment 
equal to A x 55 x Hi , where Hi = height of 
centre of pressure above base. This moment 
must be resisted by the momODt of stability 

of the structure, which is W x „ . where W 

= weight of the building, and B = breadth of 
base. A balance of momeuts then will exist 

when A X 55 X Hi = W X 7^. To ensure star 

bility, the moment of stability must exceed the- 
overtuming moment ; and by adopting a factor 
of safety of 2, which appears to obtain in some 
of the best examples of chimney construction, 

we have (A x 55 x H,) 2 = W x | ■ 

In the case of cylindrical or conical shaped 
chimneys there is a reduction in the effective 
proBsure on the face, on account of the curva- 
ture. Let A B in Fig. 43 represent the direction of the 
wind, which is supposed to be parallel to the diameter 
G H, Besolve this force, which call p, into two com- 
q2 
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Fig. 43. 




ponents at right angles, A E and A D = D B and E B. 
DB will exert no pressure upon the face at B, and EB 

will produce pressure normally at the 
point Bj towards the centre of the 
figure. EB or A D = I? sin. Z A BD, 
which, if again resolved as before, will 
give for efiective pressure or force in 
a line parallel to G H, j? sin.^ Z A B D. 
The mean sine of the arcs affected by 
the wind will be about '75, and the 
square of '75 = '56. The mean effec- 
tive pressure then on the semi-cir- 
cumference = p X '56, so that for a 
circular chimney we have for total effective pressure of 
wind A X J? X • 56, where A = area of a vertical section 
through a diameter. 

In the case of a square chimney we have A x j?, so 
that the action of the wind upon a round chimney whose 
diameter is equal to the side of a square chimney, is 
as A xp X '56 : A xi>, or as '56 : 1, i.e. about one- 
half. 

Very large examples of chimney construction have been 
erected in Glasgow at the works of Messrs. Tennant and 
Coy, and of Mr. Townsend. In the former example the 
batter is curved, whilst in the latter it is straight. 

In designing such buildings, care must be taken to have 
sufficient area of material in any horizontal cross section 
to resist the crushing tendency of the material above 
the section. This may be accomplished by varying the 
thickness or the diameter, or both. 

Professor Kankine, in his * Manual of Civil Engineering,' 
states that the deviation of the centre of pressure from 
the centre of any bed joint should not vary more from the 
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central line of the building than one-third of the diameter 
of the joint in round chimneys, nor by more than one- 
fourth in square chimneys. 

STRENGTH OF SOLID CYLINDERS.* 

Shafts and Axles, — ^When a cylindrical body such as a 
shaft is subjected to a twisting stress, the axial lines of the 
concentric layers, of which we may conceive the shaft to 
be made up, suffer angular displacement, the outer layers 
being more affected than those nearer the centre, the cen- 
tral layer being unaffected. It is evident from this that 
if the fibres are free to move while undergoing this strain, 
a shortening in the axial length must take place. The 
fibres of the axle are, however, supposed to be fixed to a 
body such as a crank, and therefore are not free to move ; 
a consequent extension must therefore arise, which prac- 
tically we may consider as varying uniformly from its 
greatest intensity at- the surface to nothing at the centre. 

Let Si = greatest strain and Vi = greatest radius of 

cylinder, and let s represent the strain at any other 

radius r ; then, since the strain is considered as uniformly 

, rsi 

varying, Si : s : : ri : r, or rsi = TiS; and .•. « = — . 

Let d r represent the breadth of a ring at a distance r, 

1* s 
then 2irrdr = area of that ring, and 27rrdr x — - = 

strain on that ring. This, again, must be multiplied by 

r as leverage, so that ^irrdrx — x r = '- 

2*ir 8 n 

= moment of resistance of the ring, and ^ [ ii^dr = 

^1 J 

* More detailed inyestigations of the streBses in solid and hollow 
cylinders were published by the author, in ' Iron,' 1873. 
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moment of resistance of cross section, or when the into- 
gration is eflTected = — ^ . If this moment be expressed 
in terms of the diameter d, then we have 



'^^^(iJ 



IT 8yd? 

"Jo' 



Now, since this moment must equal the moment of the 

applied forces tending to twist the axle, or F Z = ^^ , 

where F = force applied at leverage Z, such as the eflfort 
on the crank-pin of an engine, acting at the distance, I = 
length of crank between centres, we may express the dia- 
meter of a shaft in terms of the force exerted, such as in 
proportion to the horse-power of an engine. 

Let mdicated horse-power = H = oonnn. * 

oo\)\J\) 

where p = effective pressure in lbs. on piston per square 
inch, A = area of piston in inches, S = stroke in feet, and 
N = number of revolutions per minute; then by sub- 
stituting F and I in the above, we have, when allowing 
5000 lbs. per square inch as safe stress = «i. 



The value of d may be expressed in terms of the total 
pressure on piston and length of crank, or 
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I = length of crank in feet. 
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STRENGTH OF HOLLOW CYLINDERS TO RESIST 
INTERNAL PRESSURE. 

1. Thin Shells, such as Boilers, 
Bule. t = -^ , where t = thickness in inches ; 

Jj s 

d = diameter of cylinder or boiler in inches ; 

p = pressure in lbs. ; 

s = ultimate stress in lbs. per square inch. 

Example. — A cylindrical boiler of 7 feet diameter is 

worked at a pressure of 40 lbs. per square inch ; what 

is the thickness of plate ? Here d = 84", p = 40, and 

let s = 28,600 lbs. per square inch. Let a factor of 

safety of 6 be taken, then t = -rr — ^.^^^^ = • 35 inch, 
•^ 2 X 28600 ' 

or about |-inch plate — a usual thickness. 

2. Thick Hollow Cylinders, smh as Hydraulic Cylinders, 

When the shell of a hollow cylindrical body is of consi- 
derable thickness, the distribution of the stress due to 
internal pressure is no longer uniform, but is greater at 
and near the inner surface, and decreases towards the 
exterior surface. 

The principles of variation of this stress have been in- 
vestigated by various writers, and rules published whereby 
the proper thickness of metal may be calculated to with- 
stand a given pressure. From an investigation by the 
author on this subject, the following rule was deter- 
mined :— 

dp - . K 

-^ = Si X hyp. log. - X n 
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where 

d = internal diameter of cylinder in inches ; 

p = pressure in lbs. per square inch ; 

8i = safe working stress of material of cylinder per 

square inch ; 
R = exterior radius ; and 
r = inner radius of cylinder in inches. 
Example. — Let <Z = 8 inches, p = 2 tons, or 4480 lbs. ; 
let Si = 6000 lbs, ; then 

8 X 4480 ^- - - 1. 1 R ^ 
H-^ — = 6000 X hyp. log. — X 4, 

8x4480 , , E 
°' 2x6000x4 = ^yP-^°g- 7' 

R 
and .*. • 746 = hyp. log. — • 

Referring to a table of hyp. logs., we find that -746 

represents the number 2*11; the ratio then of R to r is 

^ -, . ^ , R 211 
as 2*11 18 to 1, or — = — ij — 

T 1 

R 2'11 
Since r = 4 inches in example, then j = —z — , and 

.-. R" = 8-44, and .-. R - r or < = 8-44 - 4 = 4-44" = 
thickness of metal required in shell. 

It appears that at high pressures the water permeates 
the metal to a certain extent, thus reducing the efiective 
thickness. 

STRENGTH OF SPRINGS. 

A spring being a bar of metal in a coiled form, when 
weights are applied either to compress or extend the coil, 
we have a corresponding compression or extension of the 
metal, and therefore this change of figure will be directly 
as the weight or force W applied, and directly as the 
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number of coils. Let N = number of coils, D = mean 
diameter of coil, and d = side of wire if square and 
diameter if round (round steel is usually preferred by 
engineers, as the square form is apt to crack at the 
edges during coiling); then elongation or compression 
= W X N. If we now vary the diameter, and consider 
similar parts of such different sized coils as beams under- 
going bending, we may apply the formula for the deflection 
of beams already given (see p. 76). We shall thus have 
the elongation or compression directly as W x N X D^. 

Again, if the section of metal be varied, and if we still 
consider part of the spring as a beam, we have the deflec- 
tion or change of curve as 6 x tP, or in this case, since 
h = d as d\ and therefore the elongation or compression 
of the coil will be inversely as d*, and the formula will 
therefore be 

Hilongation or compression = -x^ X kj ; 

C = a constant determined by experiment. 

If the diameter and thickness of wire be expressed in 
inches, and the weight in lbs., then it appears from 
experiment that for steel springs of square section, 

C = 



2,200,000 ' 
and for round section, 

1,470,000 ' 
the elongation or compression being obtained in inches. 
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THERMODYNAMICS. 

The term heat, as also its opposite cold, expresses 
certain sensations. Heat and cold may be considered as 
relative terms, so that when one body is said to be hot 
and another cold, we simply mean that there is less heat 
in the one than the other. The sensation, then, of heat 
and cold is, to a certain extent, a measure of the intensity 
of the heat. 

In order to have a reliable heat indicator, such instru- 
ments OS thermometers have been made, in which a liquid 
changes its volume through the influence of heat ; this 
change of volume being measured by a scale graduated 
from a fixed point. 

Such an instrument, then, registers or indicates the 
temperature of the bodies which influence it. 

When bodies are at equal temperatures, there is no 
tendency to an interchange of heat. 

If a body at a high temperature be placed in proximity 
to one at a low temperature, an interchange of heat takes 
place, which, when equilibrium is attained, results in an 
equal temperature of the two bodies. Such interchange of 
heat is due to radiation, and the transmitted heat is 
called radiant heat. 

Solar heat is radiated from the sun through space, and 
was at one time supposed to consist of a substance called 
calorie, and which bodies capable of being burnt were 
supposed to emit. 

It was argued by some that if such were the case, 
motion might be induced in a finely suspended body, by 
the striking of the particles of caloric upon it. Such an 
experiment was tried, but no motion could be detected. 
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The prevailing hypothesis is now, however, that heat, 
like light, is the eflfect of an impulse npon an impon- 
derable fluid or ether, supposed to pervade space, this 
efiect being transmitted by an undulatory movement of 
the ether. Heat, therefore, is due to motion. 



SOURCES OF HEAT. 

1. Solar Heat — Various theories are set forth as 
regards the sun's heat, some supposing that it is due to 
radiation from solid heated bodies, the lost heat being 
made up to a certain extent by the fall of meteoric matter. 
One of the latest theories, which is based on the result of 
spectroscopic observations of the solar phenomena (for the 
principles of spectrum analysis, see end of book), is that 
the sun is largely if not wholly gaseous, hydrogen gas being 
predominant. The internal part of this gaseous mass is 
not in combustion on account of the great pressure to 
which it is subjected ; the part beyond this is the photo- 
sphere, where combustion goes on with great rapidity. 
Surrounding the photosphere is the chromosphere, which 
is composed of the products of combustion. Great con- 
vulsions take place, due to the products of combustion 
after cooling returning to the central parts; and after 
again being heated, fresh combustion arises, giving rise 
to the so-called sun spots. 

2. Mechanical Work, such as by percussion or by 
friction. When a piece of iron is hammered it acquires 
heat, and when the motion of a moving body is retarded 
by frictional resistance, such as a brake, heat is evolved. 

From experiment it has been ascertained that the 
temperature of water may be raised by a mechanical 
action exerted upon it, such as by a small paddle-wheel ; 
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and the amount of such mechanical work necessary to be 
spent to raise 1 lb. of pure water at 39° F. through one 
degree of temperature, has been fixed at 772 foot pounds. 
The term 772 is known as the Tnechanical equivalent of 
heat. 

3. Chemical Action, as in combustion, where the uniod of 
the oxygen of the air with carbon or other combining 
substance produces heat. 

4. Electric Action^ where in the case of a bad conductor 
of electricity the temperature is raised. 

TRANSMISSION OF HEAT. 

Heat is transmitted by radiation, conduction, and 
convection. 

1. Radiation. — ^Heat rays are sent out in all directions 
from every heated body, the intensity of such rays being 
inversely as the square of the distance from the point of 
emission. 

2. Condv^tion, — In this manner heat is transmitted 
through solids: those sob'ds which 'transmit heat more 
readily are called good conductors, whilst those which 
transmit it less readily are called bad conductors. A 
non-conductor would be a body having no power of 
transmission. 

From experiments it appears that silver is the best 
conductor of heat, and bismuth the worst; the metals 
copper, gold, iron, and lead occupying an intermediate 
position, and in the order indicated. 

3. Convection. — ^Heat is transmitted through fluids and 
gases by an interchange of the particles of these bodies, 
and is a result of specific gravity. 
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If a vessel containing water be heated at the lower 
part, the water adjoining that part will receive an 
addition of heat, and an increase of btdk will follow ; 
and on account of the specific gravity of this part of the 
water being lowered, an upward tendency will result, 
from the upward pressure of the colder and more dense 
water, which will now descend to be in its turn heated. A 
series of currents are therefore set up in the water con- 
tained in the vessel, by means of which the temperature 
of the water will be raised : this principle is called 
convection. 

Great examples of this form of transmission of heat 
exist in nature, currents in the ocean and in the air being 
due to this cause. The Gulf Stream is due to the differ- 
ence of temperature between the water of the ocean in 
tropical regions and the water of the polar regions ; the 
water of the tropics being increased in bulk, tends to flow 
off in a polar direction. By the resultant action of the 
trade winds, this water is impelled in a westerly direction, 
and enters the Gulf of Mexico, from whence it issues as a 
warm current, quite distinguishable from the surrounding 
waters. As it goes northwards it divides, one portion 
being deflected towards our own and more northern coasts, 
whilst the other tends southwards, and is ultimately lost 
in the tropics. 

Polar currents of cold and more dense water set towards 
the equator, such currents being the originally heated 
water of the tropics again returning after having been 
cooled in the northern regions. 

From observations made by the * Challenger' Expedi- 
tion, it appears that at the equator the surface water has 
a temperature of 78°, while at about 600 feet below the 
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surface the temperature is 55°; at greater depths the 
temperature falls to nearly 32° 

This seems to indicate a supply of cold water from the 
poles; as from observations made in the Mediterranean 
the temperature at 2000 fathoms appears to be the same 
as at 100 fathoms or 600 feet below the surface, the 
temperature being about 55°. 

The trade winds are also due to convection. The 
heated surfaces of the tropical regions, by acting on the 
layers of air at their surfaces, induce upward currents of 
heated air, which ultimately flow oflF in a polar direction, 
indraughts of cold air taking place. 

The land and sea breezes common in tropical districts 
are also due to convection. During the day the land rises 
faster in temperature than the sea, a heated current of air 
rises from the land, and is followed by an indraught from 
the colder air above the sea. At m'ght the land parts 
with its heat faster than the sea, and consequently the 
air above the land being cooled more than that over the 
sea, an outflow takes place. 

The draught in a chimney is also an illustration of the 
principle of convection, as the column of air and gases in 
the chimney being at a higher temperature than an equal 
column of air outside the chimney, the hot air column is 
pressed upwards by the cold air column. 

EXPANSION. 

When bodies are heated, a certain amount of expaHsion 
or increase in volume takes place. This is true for solids, 
liquids, and gases. 

1. Solids. — The expansibility of metals is of importance 
in the designing of iron structures. 
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Ircm. — Cast iron appears to expand about ^^ part of 
its length in a range of 180° F. 

From observations made at Saltash (see p. 73), it appears 
that the expansion of large girders is '00053 of their 
length for the range of temperature in this country. 

A difference of opinion still exists as to the effect of 
frost or reduced temperature upon the strength of iron 
or steel. 

Some peculiar phenomena are observable in connection 
with cast iron at various temperatures, the solid iron 
being seen to float in the molten iron. 

With a view to determine the nature of these phenomena, 
the author made a number of experiments by placing cold 
metal on the surface of molten metal (cast iron). In 
some cases the pieces did not sink, but floated upon the 
surfece ; in others the pieces sank, but afterwards rose to 
the surface. 

The following conclusions have been drawn from these 
experiments. 

When the cold metal is put into the liquid metal it 
sinks, but owing to the great heat of the molten mass, it 
is rapidly heated; and when the consequent expansion 
reaches a point such that the bulk of the solid metal is a 
little greater than its bulk in the liquid state, it rises to 
the surface, and appears there floating, but now so much 
raised in temperature that in some cases it has the same 
or nearly the same colour as the liquid metal. 

The sinking of the cold metal is only observable when 
the piece is bulky : if the piece be small, it becomes so 
rapidly heated that it remains floating. 

To carry out such experiments properly, large weighty 
masses of a spherical form, having great bulk in propor- 
tion to surface, should be used: the phenomena being 
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apt to be masked by" the use of small irregularly-shaped 
pieces. 

To illustrate such phenomena, let the vertical ordinates 
in the diagram represent the bulks of a given weight of cast 

iron ; in the liquid state as A B, in 
the solidified state as CD, and in 
the finally cooled state as E F. Join 
B D and D F, and draw G H parallel 
_ and equal to A B. Now, if ,E F re- 
presents the bulk of the cold iron 
on being put into the molten iron, other ordinates drawn 
between that ordinate and CD will represent the corre- 
sponding bulks of the solid metal, and AB will represent 
its bulk in the molten state. It is evident, therefore, that 
until the metal has attained a bulk equal to or greater 
than what it is in the molten state, represented by GrH, 
it cannot float ; and on passing that bulk it will rise to the 
surface, where it will remain until reaching the bulk 
represented by CD, when it will pass at once into the 
molten state, and assume the bulk represented by A B, and 
thus mix with the molten mass around. The solid metal, 
therefore, floats when its specific gravity is equal to or less 
than the liquid metal. 

The expansibility of metals has been used to indicate 
changes of temperature, as in pyrometers. 

2. Water. — The expansion of water by heat has been 
the subject of inquiry with several eminent investigators. 

Mr. Alexander Morton, in a paper read before the 
Institution of Engineers and Shipbuilders in Scotland, 
session 1871-72, gives the following formula, which closely 
agrees with registered experiments. 

^ , . at + lfi + ef 
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where V = volume of water, that at maximum density 

being = 1 ; 
i = temperature measured from that of maximum 

density, 39-2° F.; 
a= -2863 ^ 

b = -5726 I constants; 

e = -0000026913 J 

T = absolute temperature, measured from 461*2° 
F. below zero. 

3. Air. — It appears from the various experiments made 
upon the expansion of air, that a given volume of air at 
32° F. increases by fir part of that bulk for each degree 
of Fahrenheit. 

HEAT INDICATORS. 

Thermometers, — Of these we have various kinds : — 

1. The Mercurial Thermometer, in which the variation 
in volume of mercury contained in a glass tube indicates, 
on a graduated scale, degrees of temperature. 

2. The Spirit Thermometer, where the mercury is 
replaced by coloured spirits of wine. This thermometer 
is not so quick or sensitive in its action as the mercurial 
thermometer, but can be used at lower temperatures, as it 
is not subject to freezing. 

3. The Air Thermometer is a diflTerential instrument, 
and is useful for registering high temperatures. 

4. Metallic Thermometers are formed by twisting a 
piece of wire into a helical form, and fixing a pointer or 
index hand at the lower end, the whole being suspended 
in such a manner that the pointer is free to turn round a 
dial plate, by the application of heat causing expansion in 
the coils. 
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Pyrometers consist of a bar of metal with a suitable 
index. Such a bar on being submitted to a source of 
heat- expands, and a register is obtained by means of the 
index. 

These instruments are used for high temperatures, such 
as furnaces. The air thermometer is, however, to be 
preferred. 

The graduation of the thermometric scale is effected 
by choosing certain temperatures as standard points, and 
dividing the intervening space into a series of equal 
divisions, which are called degrees. The standard points 
are the boiling point of pure water at ordinary atmo- 
spheric pressure, or 14 • 7 lbs., and the freezing point of 
water. 

In the Fahrenheit thermometer there are 180 divisions 
between these standard points ; in the Centigrade thermo- 
meter 100; and in Eeaumur's thermometer 80 divisions, 
so that, in comparing these thermometers, we have 

Fahrenheit = 180 
Centigrade = 100 
Eeaumur = 80, or F : C : K : : 9 : 5 : 4 

9 9. 
and therefore F = - C = y R, so that if we have a certain 

5 4 

number of degrees Centigrade or Reaumur, and we wish 

to change them into their equivalent in degrees Fahr., we 

multiply by the above ratios, and the result gives the 

required number of degrees. To this there must be 

added 32°, as the zero point in Fahrenheit's scale is 32° 

below the point at which water freezes. 

Absolute temperature is an assumed temperature, and is 

reckoned from the absolute zero of temperature, which is 
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that point at which a given volume of air would be 
reduced to an infinitely small volume. 

Taking the air thermometer as the standard, it is found 
that a volume of air at constant pressure, and at 32^ 
Fahr., varies about ^-^ of its volume for each degree, and 
therefore at 491° below 32° Fahr. it should have a volume 
which could only be represented by a mathematical 
point. The absolute zero then for the three diflFerent 
thermometers will be 

Fahr. = -459°| 

Cent = — 273°?' below the zero point. 

E. = -218°J 

From the above considerations, then, it follows that : — 

1. The volume of air or gas at constant pressure varies 
directly as the absolute temperature. 

2. The pressure varies directly as the absolute tem- 
perature. 

The coefficient of expansion of a gas under constant 
pressure is the increase of volume for one degree at 32^ 

Fahr., or -— - , or as it is sometimes given. 

' 491 493-2 ^ 



LIQUEFACTION. 

On the addition of heat to certain solid substances, 
they become gradually softened, and finally liquefy or 
become molten. In such cases a certain quantity of heat 
disappears during the change from the solid to the liquid 
condition. If by the further addition of heat this liquid 
condition be changed into vapour, an additional quantity 
of heat disappears. The heat so disappearing, or which 
cannot be detected by any change in the temperature 

H 2 
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of the body, is called latent heat. If a piece of ice at 
32° Fahr. be subjected to a source of heat, liquefaction 
takes place, and the resulting water has a temperature of 
32°; the temperature, then, has not varied, although a 
large quantity of heat has been expended in bringing 
about the liquid condition. From experiment it ap- 
pears that it takes 142 thermal units to perform this 
operation. 

A thermal unit is the quantity of heat required, to raise 
1 lb. of pure water at 39° Fahr. (or point of greatest 
density of water), through 1° Fahr. 

If we still further impart heat to the water, until the 
temperature rises through 180° Fahr., or to 212° on the 
scale, the water at that point will be changed into vapour 
or steam, and a further disappearance of heat will take 
place ; and it has been ascertained that, in ^ order to 
accomplish this, as many as 966 thermal units are 
required. The latent heat of water at 32°, then, is 142, 
and the latent heat of steam at 212° is 966. 

To change a given quantity of water at 212° into steam 
of the same temperature, requires about 5^^ times more 
heat than is required to raise the same quantity of water 
from 32° to 212°, i. e. through 180° of temperature. 

SPECIFIC HEAT. 

This term is used to denote the quantity of heat 
which must be imparted to a body, so that its tem- 
perature may be raised through one degree. The specific 
heats of different substances then indicate their capacity 
for receiving heat. Such specific heats are all referred 
to a standard. This standard is the specific heat of 
water at 89° Fahr., and corresponds to the term already 
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given, VIZ. thermal unit; so that expressing the specific 
heat of water by 1, we can express all other specific heats 
by multiples or subdivisions of 1. Thus the specific heat 
of iron is expressed by 0*1138, lead = 0*0293, stone and 
brick = * 2000, which shows that less heat is required to 
raise such bodies through 1° of temperature than would be 
required to raise the same weight of water through 1° ; or 
in other words we may say, taking the case of iron, that 
to raise water at the standard temperature through 1°, 
takes about nine times as much heat as to effect a similar 
elevation in an equal weight of iron. 

In the gaseous condition it appears that liquid sub- 
stances have their specific heats reduced ; thus the specific 
heat of water = 1, whilst the specific heat of steam 
= 0*480. 

The total quantity of heat, expressed in thermal units, 
required to alter the temperature of a body by a given 
number of degrees, may be taken as proportional to the 
product of the weight of the body, its specific heat, and 
the number of degrees ; or total thermal units = weight 
in lbs. X specific heat x number of degrees. 

Various experimental methods of determining specific 
heats have been employed ; one method being to immerse 
a heated solid body in water, the weights and the tem- 
peratures of both being known ; e. g.. 

Let W = weight of solid, and Wi = weight of water ; 
„ T = temperature of solid, and Ti = temperature of 

water ; 
„ t = resulting temperature, or temperature of the 
combination ; 

then specific heat of solid = ^^/ ,;„"" ^ , . 

W (i — t) 
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COMBUSTION. 

The heat of combustion is due to chemical affinity. 
The oxygen of the atmosphere combines with the carbon 
or hydrogen of the fuel, and an evolution of heat takes 
place. In all cases of combustion, this combination or 
union of the substances is rapid. 

The elementary bodies or simple substances are those 
which form such combinations. The number of these 
elementary bodies or elements known to chemists is 65. 
There are certain proportions in which combining bodies 
unite. 

Oxides are due to a slow combination of an elementary 
substance and oxygen. Thus one of the oxides of iron is 
familiarly known by the term rust. 

During such combinations heat is evolved, and when 
the combination is sufficiently rapid light is emitted. 

When light and heat are evolved, bodies are said to 
hum. Flame is gas rendered white hot by the heat of 
combustion. 

The term incandescence is used to denote luminosity. 
Bodies which thus bum are termed combiistibles, e. g. coal, 
coke, charcoal, wood. 

The principal constituents of these combustibles or fuel 
are carbon and hydrogen. 

Carbon is charcoal in a pure state. 

Hydrogen combines with oxygen in proportion to form 
water, which is the result of the combustion of hydrogen. 

The combination of oxygen and hydrogen, as in the 
oxyhydrogen flame, produces intense heat ; the light from 
such a flame is inconsiderable. 

In the combustion of carbon there is no flame. 

The combining weights of some of the simple sub- 
stances are as follows : — 
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Combining 
Weight. 

Oxygen O 16 

Hydrogen H 1 

Nitrogen N 14 

Carbon 12 

Sulphur S 32 

Water consists of 2 atoms of hydrogen and 1 atom of 
oxygen, or by chemical notation, water = HgO. 

Such expressions as HgO are termed a group of atoms, 
a molecule, or a chemical compound. The molecular 
weight of water then = 2 -f 16 = 18, or the sum of the 
atomic weights. 

By the union of oxygen and carbon we have car- 
bonic acid, expressed by chemical notation as CO2. The 
molecular weight of which = 12 + 2 x 16 = 44. 

The atmosphere consists principally of the gases oxygen 
and nitrogen, in the proportion of 4 parts of nitrogen to 
1 part of oxygen. These gases, however, are not in 
chemical union, but in a state of mechanical mixture, and 
we may express this condition by the symbol N4+O. 

The combining weights of the various elementary 
substances are made use of as follows : — 

When we bum carbon, and thus form carbonic acid gas, 
or CO2, we have, as already stated, the molecular weight 
of the combination = 44. Now, in order to the supply of 
the necessary quantity of oxygen, atmospheric air is 
required ; so that to form CO2 by burning carbon in the 
air, we must have C{2(N4+0)}, which, expressed in 

terms of the combining weights, is=12{2(56+16)}, and 
the sum of which is 

12 = carbon. 
112) 
J2 1 = ""^• 

156 
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It appears, therefore, that the molecular weight of air 

in the combination = 144, 

Let the weight of carbon so burned = 1 Ib^; then, 

since the atomic weight of carbon = 12 and the sum of the 

atomic weight of air required for its combustion = 144, 

lb. lbs. 244. 

we have 12 : 144 : : 1 : a, or x = y^ = 12 lbs. of air 

required. 

The imperfect combustion of carbon produces carbonic 
oxide, which bums with a blue flame, and may be often 
observed in ordinary coal fires. The chemical symbol of 
this gas is CO ; there is, therefore, only one-half the 
quantity of oxygen in this combination of what there is in 
carbonic acid gas ; the number of lbs. of air then required, 
in order to bring about such combustion, will only be one- 
half of that required for perfect combustion, or 6 lbs. 

The heat of combustion (perfect) of 1 lb. of carbon has 

been stated as = 14,500 thermal units ; and if we divide 

this quantity by 966, or the number of thermal units 

14500 
latent in steam at 212° F., we have ^,,,, = about 15 lbs. 

965 

ol water evaporated by the combustion of 1 lb. of carbon. 

Fuel. — The principal constituent of fuel is carbon. 
This carbon may exist in a bulky condition, such as in 
coal or coke, or in a finely-divided state diffused through 
hydrogen gas. In the former case it is called fixed 
carbon ; in the latter hydro-carbon. The most prominent 
hydro-carbons are naphtha and defiant gas. 

Since in complete or perfect cdmbustion the carbon of 
the fuel is all combined with oxygen, it follows that 
in incomplete combustion some of the carbon will remain 
free or uncombined ; and if its temperature be insufficient 
to cause incandescence, it will appear as smoke, which, 
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when still further lowered in temperature, will be depo- 
sited as soot. 

Flame is gas rendered incandescent by heat, and the 
luminosity will depend very much on the quantity of 
particles of solid matter which exist in the flame.. In the 
case of the flame of the ordinary gas jet, the lower part is 
bluish, whilst the upper part is white or yellowish white ; 
this is explained by considering that coal gas consists of a 
mixture of several substances, the principal of which are 
carbon and hydrogen. The greater luminosity of the outer 
part of the flame is due to the particles of carbon con- 
tained in the gas having become heated to incandescence. 

Coke and charcoal are the solid residues of coal and 
wood left after the volatile products have been driven oflF 
by the application of heat. This is eflFected by heating 
the coal or wood in close vessels or retorts. It appears 
that the proportion of weight of coal to the weight of 
the coke made from it is as 8 : 5. The weight of coke 
resulting from a given quantity of coal is then = weight 
of coal X |. 

Coal. — There are various descriptions of coal, the value 
of the different kinds for fuel being dependent on the 
percentage of carbon. 

1. Anthracite coal, the Welsh variety of which contains 
about 94 per cent, of carbon, and burns without smoke. 

2. Dry bituminous coal contains about 75 per cent, of 
carbon, and burns with little smoke. 

3. Lignite, the Cologne variety of which contains about 
70 per cent, of carbon. 

4. Cannel or Gas coal contains about 49 per cent, of 
carbon. 

It appears that in practice 1 lb. of coal consumed eva- 
porates about 9 lbs. of water. Theoretically, it should 
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evaporate about 13 lbs. of water, that is, taking coal con- 
taining about 86 per cent, of carbon, 1 lb. of carbon eva- 
porating 15 lbs. of water. 

Peat. — In a dry state peat contains about 60 per cent, of 
carbon. Arrangements for the preparation of peat on a 
large scale consist in cutting the turf into pulp, and pass- 
ing it through openings into trays ; it is then shed dried. 

Wood contains about 50 per cent, of carbon. 

The efficient combustion of fuel is an important matter, 
as upon this depends the efficiency of furnaces for raising 
steam. It appears that only from ^th to rrth of the 
theoretical heat of the fuel is obtained in the best forms of 
steam engine. In order to this efficiency, sufficient air 
must be admitted to the fuel, so that a proper quantity of 
oxygen may be available for combustion. In practice it is 
usual to denote the efficiency of a furnace by the number of 
pounds weight of fuel consumed per hour on a square foot 
of grate surface ; this is known as the rate of covrihustion. 

Chimney draught may be obtained by means of tall 
chimneys, whereby a constant ascending column of heated 
gases is induced through the influence of specific gravity, 
as explained at p. 94. 

Blast or forced draughts are obtained by forcibly 
expelling the air from a short chimney, and thus inducing 
a more rapid inflow of air to the furnace to fill up the 
partial vacuum produced in the chimney. This principle 
is adopted in locomotive engines, the rate of combustion 
being about five times that of ordinary boilers. 

STEAM BOILERS. 

Boilers may be divided into land, marine, and locomotive. 

Of the land boiler there are a variety of types : — The 

old wagon form of Watt, without internal flue, suitable 
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for low pressures; the Cornish boiler, with internal 
longitudinal flue and internal furnace; marine boilers^ 
principally tubular ; locomotive boilers, tubular. 

The furnace must be such that the combustion of the 
fuel may be properly eflFected ; for this there must be a 
sufficient supply of air. 

The arrangement of the back part of the flue, if it 
contains the furnace, is also of importance, as in some 
cases considerable saving of fuel has been effected by 
building in brickwork with a sloping surface back from 
the grate bars. 

The efficiency of steam boilers depends largely upon 
the design. 

The heat of the furnace must be transmitted to the 
water in the boiler so as to effect the greatest evaporation 
possible, through efficient circulation. It appears that the 
evaporation is considerably greater over those surfaces 
upon which the flame or hot gases act at right angles to 
the surface. 

Where water tubes are introduced in a boiler, they 
should be of such a form and so disposed as to enable 
the steam to rise freely from their surfaces. The tapering 
form given to the Galloway tubes furthers this movement. 

A temperature of about 600° in the heated gases passing 
up the chimney gives the most efficient draught. 

The proportions existing between the different parts of 
a steam boiler are necessarily very various, as they depend 
upon the form of boiler and the nature of the work. 

The grate surface or area upon which the fuel is 
consumed must be such that the rate of combustion is 
sufficient to keep up the required steam for the engine. 
If I H P = indicated horse-power, and N = number of lbs. 
of coal which must be consumed per hour to generate 
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a sufficient quantity of steam to perform the work of one 
horse ; and if E = rate of combustion, then 

IHPxN 

Area of fire grate in square feet = ^r • 

XV 

Taking a marine boiler as an illustration, let IHP 
= 1500, N = 2, and R = 20, then area of fire grate in 

square feet = ^—^^ = 150. Three -fifths of the 

nominal horse-power is sometimes used in calculating 
the area of grate surface in square feet for marine boilers, 
or nominal horse-power X f = area of grate surface in 
square feet. 

The heating surface of the boiler may be expressed as a 
multiple of the grate surface, and will therefore be a 
variable quantity. In marine boilers it may be taken 
about twenty-eight times the grate surface. The area of 
the tube surface in tubular boilers being about five-sixths 
of the whole heating surface. 

The thickness of the shell plating of boilers is neces- 
sarily very varied. In land boilers it may be taken as 
from f inch to f inch for pressures of about 45 lbs. 

In marine boilers in some cases the thickness of plates 
is 1 inch and even more, as the pressures now used in the 
compound system reach up to 60 and 70 lbs. 

The end plates of boilers «ire made thicker than the 
cylindrical portions by about 14 per cent. 

Jtdafiona "between Heat and Mechanical Energy . 

From experiment it appears that, in order to raise the 
temperature of one pound of pure water, at 39° Fahr., 
through one degree of temperature, there is required an 
expenditure of 772 foot pounds of work. 
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The term 772 is therefore known as the mechanical 
equivalent of heat. 

Quantities of heat in thermal units may therefore be 
expressed in foot pounds of work by multiplying a given 
number of thermal units by 772. 

Specific and latent heats may then be expressed in 
terms of mechanical work, e. g. the specific heat of steam 
under certain circumstances may be taken as '370, 
and -370 x 772 = 285-6 foot pounds. 

The latent heat of steam at 212° = 966, and 966 x 772 
= 745,752 foot pounds. 

In order to utilize the mechanical work resident in 
heated fluids, various forms of mechanism or engines have 
been devised. 

In all such engines it is evident that the great aim must 
be to utilize the largest percentage possible of the total 
heat at command. If this heat, representing so many 
foot pounds of mechanical work, could be wholly utilized, 
there would be perfect efficiency; the term efficiency 
being used as before, to denote the ratio of useful to total 
work. 

To express this by a simple formula, let T = number of 

thermal units received by the engine, and let Ti = number 

of thermal units unused by the engine after performing 

work with the supply T, then T — Ti = number of 

thermal units used by the engine and transformed into 

mechanical work. The efficiency then of the engine is 

, , T - Ti useful work 
expressed by — =— ^ or = ^ . 

^ "^ T total work 

These relations constitute the principles of Thermo- 
dynamics. 
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STEAM ENGINES. 

The eflSciency of steam engines in respect of utilizing 
the heat of combustion is still very low, notwithstanding 
the great improvements effected of late years. It appears 
that only from ith to rrth of mechanical work due to 
the heat of combustion of the fuel is ultimately utilized 
in the best steam engines. 

From experiments on the evaporation of water in 
boilers it appears that about 11 lbs. of water can be 
evaporated by the combustion of 1 lb. of coal, the feed 
water being at 100° Fahr., about the best working tem- 
perature. The quantity of water evaporated is, however, 
very variable, depending on the coal used and the form 
of the boiler ; probably from 7 to 9 lbs. will be about 
a fair average. 

It is found that the consumption of coal per indicated 
horse-power per hour varies from 1 • 7 lb. to as much as 
12 lbs. ; probably from 2 to 3 lbs. is about the best average 
performance. Taking 2 lbs. per indicated horse-power 
per hour, let us see what the efficiency of such an 
engine is. 

The heat of combustion of 1 lb. of carbon = 14,500 

thermal units. Let the coal used contain 80 per cent. 

of carbon, then heat ' of combustion of 1 lb. of coal = 

14,500 X '8 = 11,600 thermal units, and therefore of 

2 lbs. = 23,200. Now if this be consumed per hour, 

23200 
we have ^^ = 386 thermal units per minute, and 
oO 

386 X 772 = 297,992 foot pounds per minute. Divide by 

33,000 = foot pounds per minute of one horse, then 

297 992 
QOQQQ = 9 • 03 horse-power. The total energy then due 
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to the 2 lbs. of coal consumed is = 9 • 03 horse-power ; but 
in the example chosen there was only 1 horse-power 
obtained from the combustion of the 2 lbs. of coal, the 
efficiency then = ^, 

With a new boiler the consumption of coal will be at 
its lowest, and will rise to a certain extent with the age of 
the boiler, on account of incrustation. 

Glycerine introduced into boilers appears to prevent 
incrustation, by forming a soluble compound with the salts 
of lime ; and from its high boiling point, 285°, it does not 
readily pass off with the steam. 

This waste of energy in the form of loss of heat is due to 
various causes ; such as imperfect combustion ; insufficient 
heating surface ; insufficient steam space, on account of 
which the steam leaves the boiler containing water mixed 
with it ; loss by radiation, due partly to want of sufficient 
protection, such as non-conducting material, upon the 
boiler. 

1. Imperfect Combmtion, — ^Where imperfect combustion 
exists smoke is produced. The regulation of the supply 
of air to the furnace and of the fuel is therefore an important 
matter. With a view to perfect this, various methods of 
mechanical stoking have been invented, whereby the fuel 
is supplied at a uniform rate to the furnace. 

Although 12 lbs. of air is the weight required for 
the complete combustion of 1 lb. of carbon, it appears 
that from the method in which it is applied more air 
is required, varying from a half more to double the 
above. In some experiments it appears that 5 per cent, 
of the total heat of combustion is lost by imperfect 
combustion. 

2. Insufficient or Badly-arranged Heating Surface, — The 
arrangement and quantity of heating surface is of consi- 
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derable importance, and has been already referred to 
under " Steam Boilers." 

3. Insufficient Steam Space. — The result of this is that 
the steam is so mixed with the water that the latter is 
conveyed with the steam to the cylinder, technically 
termed primm^. Various proportions of the relative 
spaces for water and steam are giren by engineers; in 
some cases it is expressed as a multiple of the capacity of 
the cyhnder. In marine practice the steam space is 
about twenty times that of the cylinder. 

4. Loss hy Radiation and Conduction. — By covering the 
exposed parts of boilers with some non-conducting mate- 
rial, such as felt, the radiation of the heat is greatly 
diminished. Various compositions have been invented 
for this purpose. 

From some experiments made, as much as 20 per cent. 
of the total heat of combustion appears to be lost through 
the various causes which may be classed under this head. 
The heated gases passing off from the chimney, say 5 per 
cent., with a temperature of 355° Fahr. 

Indicated and Nominal Horse-power. 

The indicated horse-power of a steam engine is the 
measure of the available energy of the steam in the 
cylinder, and may be measured by means of an indicator 
diagram. 

The nominal horse-power is now a conventional term, 
and is generally many times less than the indicated horse- 
power. 

This system of measurement of power dates from the 
time of Watt, and was equivalent in his time, when steam 
of about 7 lbs. per square inch was used, to the indicated 
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horse -power. The great improvements subsequently 
effected on steam engines cause the indicated to be in 
some cases considerably greater than the nominal horse- 
power, three, four, and five times being common. 

Various rules are given for computing the nominal 
horse-power of engines, but there appears still to be much 
room for improvement in this respect. 

Some of the more particular matters to be attended to 
in order to promote eflSciency in the engine are, — 

1. Steam-jacketing of the cylinders. 

2. High rates of expansion, to obtain which high pres- 
sures must be used. 

3. To obtain the full effect of the steam the cut-off 
valves should be as near as possible to the piston. 

1. Steam-jacketing. — When a steam-engine cylinder is 
unprotected on its outside radiation takes place, which 
lowers the temperature of the interior and induces a con- 
sequent condensation of the steam supplied to work the 
engine: by surrounding the cylinder with a casing, supplied 
with steam from the boiler or with heated air, this conden- 
sation is prevented. This extra supply of heat to the steam 
is also necessary to counteract the loss of heat which dis- 
appears in the form of the work effected by the steam 
in the cylinder. (See p. 115.) 

2. Hiffh Bates of Expansion, — By utilizing the elastic 
properties of steam greater eflSciency is obtained. This 
is obtained by allowing a portion of steam to enter the 
cylinder, and then closing the point of admission the 
piston continues to be driven forward by the expansive 
action of the contained steam. This expansion being 
accompanied with a corresponding reduction in pressure, 
it is evident that the higher the pressure of admission the 
greater the extent to which the expansion may be carried. 
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The rate or ratio of expansion is the ratio of the volume 
of steam at end of expansion to volume at cut off. 

If steam be admitted into a cylinder and at one-fifth 

part of the stroke, or length of travel of the piston during 

half a revolution, the admission be stopped, the steam 

will expand, and at end of stroke will occupy a space five 

times greater than it did at point of cut off. The ratio of 

5 
expansion in such a case is 5 : 1 or r- - 

The relative efficiencies of expanded and non-expanded 
steam may be most simply explained by means of a diagram. 

Let A B in Fig. 45 represent the length of stroke = S, 

and let AC represent the initial pressure of the steam 

„ ,^ = o, then if A = area of 

Pig 45 

piston in square inches, we 
have A X jp X S = work done 
when the pressure p is con- 
stant, i. e. when there is no 
J, cut off. 

Let the steam be cut off, 
say at ^th of the stroke, 
then the pressures at various parts of the stroke after cut 
off will be inversely as the volumes ; and instead of the 
rectangular figure A E B representing the work done 
as in the first case, we have the work now done repre- 
sented by the figure A D F B. 

The area of this latter figure represents the work done 
by one-fifth part of the steam. By a comparison there- 
fore of the areas of the figures and of the quantities of 
steam, we can ascertain the respective efiSciencies. 

The areas of these figures are in the proportions of 

p : p ^ ^E^ — ^^^, where r = ratio of expansion. This 
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formula refers to steam at a constant temperature, so that 
any loss of temperature due to condensation or work 
done must be made good by an extra supply of heat, 
as by superheating the steam, either by jacketing the 
cylinder or otherwise. 
To give an example : — 
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The table of percentage of coal used is calculated by 
multiplying the reciprocal of the advantage of expansion 
by coal used without expansion, e. g. if 100 lbs. of coal are 
used without expansion, then, if the steam be expanded 
five times, or cut ofif at * 2 of stroke, the advantage of 
expansion from above table is 2 * 61, and the coal now used 

to do the same work is = rr-?^ X 100 = 38 lbs. 

z'ol 

The relation between the ac- 
tion of the steam in the non-con- 
densing and condensing forms of 
engine may be readily understood 
from a diagram. 

1. N(m'C(yndermnff Engines. — 
A, Fig. 46, represents the initial 
absolute pressure (or gauge pres- 
sure + atmospheric pressure), and F C is the terminal 
absolute pressure after expansion. D = F 4 = the 
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atmospheric pressure (or generally 14*7 lbs. per square 
inch). D 4 is the atmospheric line. D A will then 
represent the effective pressure of the steam on entering 
the cylinder. The ordinate D will therefore represent 
the back pressure or resistance to the return stroke of the 
piston. The whole energy of the steam then for one 
stroke = area of figure A B C F 0, and the work done 
in overcoming the resistance due to the back pressure 
= area of figure O D 4 F O ; the effective part of the 
total energy or useful work done will be equal to the 
difference of these areas or area of figure D A B C 4 D. 

The mean back pressure in non-condensing engines, from 
various causes is greater than that due to the atmospheric 
pressure, and is about 16 J lbs. per square inch. 

2. Condensing Engines, — The diagram for a condensing 
engine has an additional line G H, which is drawn at some 
height above the line O F less than D. 

The back pressure in this case is represented by 
G = F H, and the work done in overcoming the resist- 
ance due to the back pressure = area of figure G H F O. 
The useful work done as before is the difference of the 
areas = area of figure G A B C H G. The advantage 
gained is evidently = area of figure G D 4 H G. 

The mean back pressure, represented in the diagram by 
G, is more than that due to difference of atmospheric 
pressure and vacuum gauge pressure, and may be taken 
from 3 to 5 lbs. per square inch. 

The actual diagram as taken by an indicator is slightly 
different from the foregoing figures, from various causes 
due to the action of the steam in the cylinder. The 
general form of the curves, however, is well preserved. 
The area of such a figure (see Fig. 47) may be calculated 
by Simpson's Eule, see page 26 : so that if we consider the 
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ordinates as pressures drawn to scale, and multiply each 
by its proper multiplier, and multiply the sum of these 

Pig. 47. 
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products by one-third of the common interval (taken as 
a fraction of unity), the result will be the mean pressure. 

InHcator. 

Such diagrams are taken by an instrument called an 
indicator, in which, by means of a small piston balanced 
by a spring and in communication with the engine 
cylinder, a tracing pencil point can be moved in a vertical 
direction. 

A rotating drum carrying a slip of paper is placed 
in such a manner that the pencil connected with the 
piston of the indicator, when unaffected by the steam 
pressure, makes a straight horizontal line upon the paper ; 
but when the pencil is moved in a vertical direction by 
the action of steam upon the indicator piston, a diagonal 
or curved line is traced upon the paper ; this curved line 
being the resultant of the vertical motion of the pencil 
and the horizontal motion of the drum. Any variation, 
then, in the pressure of the steam, such as that due to 
expansion, is shown upon the paper by a curved line. 
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COMPOUND ENGINES. 

In the compound engine there are generally two cylin- 
ders in connection, and so arranged that about half of 
the work of the steam is done in each. The diameter of 
the large cylinder is generally about twice or three times 
that of the small cylinder. The steam, about 65 lbs. 
per square inch in marine boilers, after being admitted 
into the small cylinder is cut off about half stroke, and 
allowed to expand until the piston has completed its 
stroke ; it is then allowed to escape into a receiver, from 
whence it passes into the large cylinder, where the ex- 
pansion is completed. The ratio of expansion being as 
before the proportion borne by the volume of steam after 
final expansion in large cylinder to the volume in small 
cylinder at cut off, 

EoMtnple, — Let the capacities of the two cylinders be in 

the proportion of 1 to 3, then, if there is no cut off in the 

small cylinder, the whole expansion being done in the 

large cylinder, the ratio of expansion will be as 3 is to 1, 

3 
or Y = 3. If, however, the steam be cut off in the small 

cylinder during part of stroke, say at ^y then the above 
ratio is doubled, or ratio of expansion is as 6 is to 1, or 

^ as 6« In marine practice the ratio oi expansion is from 

6 to 7- 

Such engines have proved very economicaL One view 
of the reason of this is that the high-pressoie steam is not 
under the cooling influence of the condeiiser, as the large 
cylinder comes between. 

In some cases three cylinders are used, the expansian 
being carried out in two of the cylindeia Such engines 
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have been made of such proportions that the diameter of 
the high-pressure cylinder is to the diameter of each low- 
pressure cylinder as 73 : 93. 

The cranks are usually set at 120°. Some engineers 
prefer to set the crauk of the high-pressure cylinder at 
90° with the crank or cranks of the low-pressure cylinders. 

Three cylinders may be used with advantage where the 
power required is great, as the size of casting required for 
each cylinder is reduced. The motion of the crank shaft 
will also be steadier and more uniform with the three- 
cylinder arrangement, a reduction in friction also taking 
place. 

Fig. 48 represents the diagram of a compound engine. 

The steam at the end of stroke in the high-pressure 
cylinder is shown in the figure by A, as being above the 

Fig. 48. 
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atmospheric pressure, in general a few pounds; this is 
equivalent to back pressure on the high-pressure piston. 
The low-pressure diagram shows the pressure at com- 
mencement of stroke, as being above the atmospheric 
pressure ; this quantity corresponds, or nearly so, to the 
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back pressure in the high-pressure cylinder ; the expansion 
is carried out to en.d^t)f stroke, and as before, the mean 
pressure of the vapour m Ae condenser, as determined by 
the scale of the diagram, such as at B, represents the back 
pressure in the low-pressure cylinder. 

Fig. 49 represents actual diagrams taken from the com- 
pound engines of a large screw steamer. Large cylinder, 
107 inches diameter ; small cylinder, 59 inches diameter. 



Jig. 49. 





Condensers, 

Various forms of condensers have been adopted for 
forming the vacuum necessary. 

The most common form is the air-pump condenser. 
The exhaust steam from the cylinder is condensed in 
a vessel by means of a jet of water, and the products 
of condensation are pumped out by what is called the 
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air pamp into the hot well, from which the boiler is fed 
by means of a force pump pr injector* 

The surface condenser is now used on board ocean 
steam vessels, and consists of a casing containing a great 
number of small tubes of about J inch diameter. , Xhrough 
these tubes a supply of cold water is kept in constant eir- 
culation,and the steam coming in contact with their outer 
surfaces is condensed. 

The ejector condenser of Morton is arranged so that the 
exhaust steam passes into a conical-shaped chamber having 
a trumpet-shaped mouth-piece, where it is condensed by a 
current of water passing into the above chamber by 
a conoidal nozzle ; this water constantly flows through 
the chamber. The advantage of this arrangement is that 
no air pump is necessary, as the energy of the exhaust 
steam and of the water for condensation is usefully applied 
in transferring their products to the hot well. In the air- 
pump condenser this energy is lost, and the pump is 
therefore required to remove the products of condensation. 

McCarter's condenser consists of two chambers, an upper 
and a lower ; the exhaust steam enters the upper chamber, 
and is condensed by a jet of water. 

The lower chamber is in connection with the upper by 
a valve which is kept shut by a spring. The upper 
chamber is larger than the lower, and is capable ^of 
containing the condensed steam of several strokes of the 
engine. A vacuum being established in the lower chamber 
by the admission of steam from the boiler, which is con- 
densed by a jet of water, the weight of water collected in 
the upper chambers opens the valve, and the water drops 
into the lower chamber. Air is now admitted to the 
lower chamber, and the water by its weight opens a valve 
fitted with a spring, and passes off to the hot well. 
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HOT-AIK ENGINES. 

In this class of engine the pressure due to air when 
heated is made use of to propel a piston working in a 
cylinder. There are various varieties of this class of 
engine named after their inventors. The earliest example 
is known as Stirling's air engine. This engine has two 
cylinders, the air in the larger being alternately heated 
and cooled according to the position of a non-conducting 
partition or non-air-tight piston which works in it. This 
is accomplished by heating the lower part of the cylinder 
and cooling the upper part, so that when its piston is at 
the lower end of stroke, the air contained in the upper 
part of cylinder is cooled, and when at the upper part of 
stroke the air in the lower part is heated. The smaller 
cylinder is open at the upper part, and has an air-tight 
piston working in it, from which motion is communicated 
in the ordinary way to a shaft carrying a fly-wheel. The 
mechanism is so arranged that the heated air passes from 
the large cylinder to the smaller, and by its elasticity 
raises the piston in the latter cylinder. The partition or 
piston of the large cylinder now returns to the lower part of 
its stroke, and thus exposes the formerly heated air to the 
cooling influence of the upper part of this cylinder. The 
pressure of this air being now reduced, the fly-wheel brings 
the small piston back again to the lower part of its stroke. 

Such engines have not as yet proved so serviceable as 
steam engines. 

GAS ENGINES. 

The explosive action of a mixture of gas and air has 
been used as a motive power. 

In Lenoir's gas engine the mixture is exploded in the 
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cylinder by electricity ; the consequent expansion of the 
heated gases presses forward the piston. 

In Hugon's arrangement the mixture is exploded by a 
jet of gas flame. The cylinders are kept cool by a cir- 
culating current of water. 

The disadvantage of both these arrangements is the 
suddenness of the action, and consequent loss of power. 

The engine of Otto and Langen appears to have con- 
siderable advantage over the other two, as the effect of 
the explosion is simply used to raise the piston without 
transferring any of its effects to the machinery. When 
the piston has reached the top of the cylinder which is 
open above, the expanded gases have fallen in temperature 
through the cooling influence of the circulating cold water 
which surrounds the cylinder, and the atmospheric pressure 
now acting drives down the piston, whose motion is now 
connected with the machinery. 

The proportion of gas to air used in these engines is 
from ^th to iVth. 

The latter class of engine has been largely adopted for 
small power, the quantity of gas used being about 20 cubic 
feet per horse-power per hour. 

ELECTEO-MAGNETIC ENGINES. 

The motive power in such engines is originally the 
chemical action in the battery cells where the electricity 
is evolved. 

Various forms of these engines have been made. One of 
the forms which has been much used for light work is that 
in which, by means of electro-magnets acting upon ordi- 
nary magnets, a reciprocating motion is established, from 
which rotatory motion is obtained in the usual manner. 
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It appears that the efficiency of these engines is higher 
than steam engines, but from the present high price of 
rinc, which acts as fuel, the working expense is much 
greater than in the steam engine. 



WATEE SUPPLY, 

Water is conveyed from reservoirs, either natural or 
artificial, by means of open or close channels; in the 
open form by aqueducts, and in the close form by pipes. 
The system of aqueduct conveyance has now largely fallen 
into disuse, the usual method adopted being that of piping 
laid underground. 

The various parts connected with a water supply are : — 

Reservoir, filter, clear-water tank, and pipes. The 
subject of rainfall and water storage has been already 
considered (see p. 5), and the stability and proportions of 
embankments (see p. 81). Where practicable, the main 
pipe from an earthen embankment of a reservoir should 
be carried, from its opening inside the reservoir, through 
the adjoining rock, and not through the embankment 
itself. When carried through the embankment, it is 
usual to build a culvert generally of brick, inside which 
the discharge pipe is laid; this culvert should be well 
puddled on its outer surface to prevent the passage of 
water. 

The following are some of the best proportions for 
earth embankments : — 

Inner slope, 3 to 1. Outer slope, 2} to 1. 

Height of Width at Height above 

Reservoir. Top. Water LeveL 

25 feet .. .. 6 feet .. .. 4 feet. 

Oil I, • ■ ■ • JLa f } • • • • O yf 

§*} jf ■• ■• Xo ,, •• •• O 1} 
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Least safe thickness of puddle wall at water-line is from 
8 to 10 feet, having a batter of 1 inch to the foot or 1 in 
12 on each side. 

Width of bye-wash at the rate of 3 feet per 100 acres 
of drainage area. 

Shallow reservoirs, or those from 12 to 15 feet deep, 
are liable to the grovrth of aquatic plants. This vegetation, 
however, is lessened by increasing the depth of reservoir. 

Great surface, on the other hand, from exposure to the 
sun's action, favours the colour of the water. 

In small works the outlet pipe has a rose fitted to its 
end, which prevents the admission of foreign substances : 
in large works strainers are used of wire meshes of about 
sixty strands to the inch ; these strainers are arranged in 
a well through which the pipe passes. 

The outlet valve is placed on the pipe inside the 
reservoir, and is generally worked by rods passing upwards 
through a tower built out from the embankment, reached 
by a light foot-bridge. 

FILTERS. 

Filters are large open spaces enclosed by low walls; 
the bottom is formed of puddle and brick on edge, or 
paved so as to be water-tight. 

The filtering material usually consists of the following 
materials, arranged in the order indicated. 

Sand, 18" to 2' 2' 

Gravel, 12" 1' 

Broken whinstone, from 2" to 3'' in size . . . . 2' 

5' 

The water being delivered on top. 

The whole filtering material rests upon perforated 
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when put together, on an average of | inch of annular 
space all round; into this space rope yarn is driven and 
kept in place by lead run in molten and staved hard. 

The turned and bored joint is similar in form to the plain 
or lead joint, but has a pair of belts cast, one in the socket 
and the other on the spigot ; these belts are afterwards 
turned to gauges, having an inclination of about 1 in 32. 

When the pipes are laid, the one is driven hard into 
the other, the belts, which are usually coated with thin 
Portland cement or anti-corrosive paint, thus forming a 
water-tight joint. 

Lead joints are required in curved parts of the line of 
track. 

Pipes for water purposes should be cast vertically and 
in " dry-sand " moulds, and should be " coated " by being 
immersed in a hot mass of pitch and oil, and kept there 
until the composition has entered the pores of the metal, 
so that when the coating is dry it should have a fine 
glazed surface, which does not rub oS. 

This process is known as Dr. Angus Smith's. The tem- 
perature of the hot composition is about 500° or 600° F. 

Valves. — Slide valves are usually adopted, worked by 
rods and screws. 

Air cocks are placed on the higher parts of the line of 
piping to allow of the escape of air carried inwards by 
the water. 

Scour cocks are placed in the hollow parts of the line 
to allow of any sediment being drawn off. 

Pressure is either calculated in feet of water, measured 

vertically, or in lbs. per square inch : 

feet of water x *43 = lbs. per square inch, 

J lbs. per square inch /. x n . 
and i- ^ = feet of water. 

•43 
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FLOW OF WATEB THBOUGH PIPES. 

The flow of water through pipes and channels is affected 
by the size and condition of the surface of the channel ; 
the smoothness, therefore, of a water pipe or channel 
reduces the friction. 

The flow of water is due to head or difference of level. 

If a quantity of water be stored up in a reservoir and 
an opening be made so as to allow the water to escape as 

a jet, the theoretical velocity of flow = v = *j2ghy or 

h = ^ . In calculating the quantity of water which 

would pass through such an opening (if sharp edged), we 
must multiply the actual area of orifice by i, as the jet of 
water contracts at a short distance from the orifice ; this 
point being known as the " vena contracta." This velocity, 
however, is much reduced by the friction of the orifice. 
If we lead this water from the reservoir, by means of a 
pipe, to some lower point, the head is increased, but the 
friction has also increased. 

It is usual to summarize the various losses to which the 
velocity of the water is subjected, as loss of head. In the 
formula for theoretical velocity given above, we have 

h = —; h then may be said to be the head lost to give 

the water the velocity v. 

Certain coeflBcients determined by experiment are used 
in such calculations. 

If water passes through a pipe or channel, a certain 
resistance is experienced, so that the velocity of discharge 
is less than the theoretical velocity as calculated from 
the actual head of water. 
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The total loss of head, then, is the sum of the losses of 
head due to velocity and to friction respectively ; further 
losses of head may exist, as at changes in the figure of 
the pipe or channel. 

Generally speaking the friction of water in pipes or 
channels varies directly as the length of pipe or channel, 
and as the square of the velocity ; and inversely as the 

diameter of pipe or width of channel; or friction = — ^i — 

If we express this friction as loss of head, then the loss of 

head due to friction or A/= — ^ • By making experi- 
ment, a suitable constant can be obtained, or 

Lx- 
7 2a , A/ X D 
hf = — TT — X c, and .*. c = — =^ 5 • 

L X o- 

2^7 

A formula sometimes used for calculating the velocity 
is V = 50/^|-—-^^ryr, where v = velocity in feet per 

second, D = diameter of pipe in feet, L = length of pipe 
in feet, and H = head in feet. 

From experiments made by Mr. J. M. Gale, O.E., of 
the Glasgow Water Works, and from the calcnlations of 
the late Professor Bankine, based od the data obtained, the 
following coefficient of friction for the flow of water through 
a 4-foot pipe was obtained, as / = * 00509.* 

/ in this case corresponds to c in above formula, and in 

determining the value of/, — instead of D was used. 

* See ' TraDB. Inst. Engineers and Shipbuilders in Scotland/ vol. zii. 

K 
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Darcy's formula coefficient is 

/=0-005('l+ ,.-^^^-r— ); 
•^ \ dia. in inches / 

by using this formula for the 4-foot pipe, the obtained 

coefficient is / = 0-0051. 

Darcy's formula is suitable for all sizes of pipes. 

These coefficients are valuable in connection with water 
supply, as they enable the engineer to calculate the total 
head required for the discharge or supply required. 

SPEOTEUM ANALYSIS. 

When a beam of solar light is allowed to fall upon 
some refracting medium, such as a prism of glass, a de- 
composition of the light takes place ; and, instead of the 
white light which entered the prism, we have, after 
refraction, a band of various colours. 

Beyond the edges of the spectrum are other rays, 
invisible to the eye, those at the violet end having a 
chemical power, whilst those at the red end are possessed 
of heating properties ; the coloured rays towards the edges 
have also these properties. 

If the ray or pencil of sunlight be allowed to pass 
through a narrow slit before entering the prism, it will be 
found that the spectrum now displayed is marked with a 
number of fine dark lines called " Fraunhofer lines," from 
the observer who first accurately described them. These 
lines have been carefully studied and laid down to scale 
so that their relative position may be noted. 

If, instead of a ray of sunlight, which is white, or 
colourless, a ray of light from a coloured flame be allowed 
to fall upon the prism after having passed through the 
slit, a spectrum traversed by bright lines will appear, and 
these bright lines are always diflerent for differently 
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coloured flames. If, by means of electricity or by the 
blowpipe, certain substances be heated so as to appear 
in the form of luminous vapour, each substance can be 
detected by the particular bright band in the spectrum of 
its light. A flame containing soda appears to the eye of 
a yellowish colour, and when its spectrum is viewed one 
briffJU yellow line is seen. 

The purple-coloured flame which appears when potash 
is present shows in its spectrum two bright lines, red and 
violet. By this means or spectrum analysis chemists are 
enabled to detect very minute portions of substances, and 
they have added several new elementary bodies to those 
previously known. 

To perform spectrum analysis with accuracy, compli- 
cated apparatus is necessary, but, by a simple arrange- 
ment, we can see the bright lines due to certain coloured 
flames. 

If the light from an ordinary gas jet be allowed to fall 
on a prism, after having passed through a slit cut in a 
piece of card, it will be found that the band of rainbow 
colours will be seen when we look at one of the sides of 
the prism ; if a little soda be now added to the flame, a 
bright yellow line will appear through the yellow-coloured 
part of the spectrum. By placing a little potash in the 
flame a red line will be observed, outside and distinct 
from the visible red of the ordinary spectrum ; a violet- 
coloured line may also be noticed at the extreme edge of 
the part coloured violet. By burning various substances 
in this manner the particular lines in their spectra may 
be observed. 

Spectrum analysis has been successfully applied to the 
Bessemer process, as indicating the exact time at which 
the carbon is burnt out of the pig iron, by the disappear- 
ance of the carbon lines. 

K 2 
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Absolxtte temperature, 98 

zero of temperature, 98, 99 

Accumulated work, 8 

Actual energy, 1, 6-8 

Air, expansion of, 97, 99 

Arch ribs, 70 

Atoms, 103 

Augmentation, coefficient of, 35 

Augmented siurfaoe, 35 

Beams, 51-59 

, hollow, 60 

, compound, 75 

, deflection of, 76-78 

Bending moments, 51-55 
Boards, float, 7, 8, 40 
Boilers, steam, 106-108 

, , strength of, 87, 108 

Bowstring girders, 68 
Bridge, Britannia, 69, 70 

, Victoria, 69, 70 

, CJonway, 69, 70 

, Menai, 72 

, Niagara, 72 

, Saltash, 73 

Bridges, 69-73 

, suspension, 71-73 

, platforms of, 76 

, piers of, 74 

Buckets, water-wheel, 11 
Buoyancy, 19 

, centre of, 19, 21 

, surface of, 23 

Bye-washy 125 



Carbon, 102 

J combining weight of, 103 

, fixed, 104 

, hydro-, 104 

Carbonic acid gas, 103 

oxide, 104 

Charcoal, 105 
Chimney draught, 106 
Chimneys, stability of, 82-85 
Clear-water tank, 126 
Coal, 105 

Coating of water pipes, 127 
Coke, 105 

Combining weights, 102, 103 
Combustion, 102-106, 111 
Compound engines, 118-120 
Condensers, 120, 121 
Construction of vessels, 44-50 
Continuous girders, 73 
Couple, 21 

, righting, 23 

Cycloid curve, 41 
Cylinders, strength of, 85-88 

Deplection of beams, 76-78 
Diagrams — ^indicator, 117, 119, 120 
Displacement, 18 

1 centre of, 19, 21 

Draught in chimneys, 94, 106, 107 
Dynamometers, 3, 4 

Efficiency, 12 

of water wheels, 12, 13, 

15-17 
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Efficiency of windmills, 18 

of steam engines, 109, 110 

Electro-magnetic engines, 123 
Elementary bodies, 102 
Embankments, 6, 124 
Energy, 1 

, actual, 1, 6-8 

-, potential, 1, 6 



Engines, steam, 110-121 

, water-pressure, 16 

, compound steam, 118-120 

. gas, 122 



-, hot-air, 122 



9 9 

Equilibrium and stability of floating 

bodies, 18 
Evaporation of water, 5, 110 
Expansion of solids, 94, 95 

of fluids, 96, 97 

of gases, 97, 99, 113 

of steam, 113-117 

, ratio of, 114 

Factobs of safety, 61 
Filters, 125, 126 
Fixed carbon, 104 
Flame, 105 
Float-boards, 7, 8, 40 

, action of water on, 8-10, 37 

Floating cast iron, 95, 96 
Flotation, 18 
Flow of water, 128 
Fluids, expansion of, 96 
Foot pound, 2 
Freeboard, 50 
Fuel, 104-106 

Gas engines, 122 

Gases, expansion of, 97, 99 

Girders, strains in, 51-61 

, forms of, 66-74 

Grate surfiice, 107 
Gravity, 1 
Gulf Stream, 93 



Heat, 90 

, sources of, 91, 92 

, transmission of, 92-94 

, latent, 100, 109 

, specific, 100, 109 

, mechanical equivalent of, 109 

indicators, 97-99 

Heating surface, 108 
High breast water wheels, 11 
Horizontal propeller, 43 
Ho^^e-power, 2, 3, 112 
Hot-air engines, 122 
Hydraulic ram, 16 

cylinders, 87 

propellers, 43 

Hydrogen, 102 

, combining weight of, 103 

Impulse, 7, 8 
Indicator, 117 

, diagrams, 117, 119, 120 

Inertia, moment of, 59, 60 
Iron, cast, 95, 96 

Jacketing of cylinders, 113, 115 

Land and sea breeze, 94 
Latent heat, 100, 109 
Lattice girders, 67 
Liquefaction, 99 

Magnetio engines, electro-, 123 

Mechanical equivalent of heat, 109 

Metacentre, 22-27 

Metacentric height, 23, 26, 27 

Molecule, 103 

Moment of resistance, 58, 60 

of inertia, 59, 60 

Moments, bendiag, 51-55 
Momentum, 7, 8, 38 
Muscular power, 4, 5 

Naval architecture, 18 

Nitrogen, combining weight of, 103 
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Overshot water wheels, 11 

Oxides, 102 

Oxygen, 102 

, combining weight of, 103 

Paddle-wheel propellers, 40 
Peat, 106 
Pendulum, 25 
Pipes, water, 126, 127 
Pitch of propellers, 42 

of rivets, 67 

Plane of symmetry, 23 

of middle line, 23 

Plate girders, 66 
Potential energy, 1, 6 
Pounds, foot, 2 
Power, 2, 3 

, muscular, 4, 5 

, water, 5-17 

, wind, 17, 18 



, horse, 2, 3, 112 

Pressure, back, 116 
Prime movers, 3 
Propellers, 36-44 

, oar, 36 

, paddle-wheel, 40 

, screw, 42 



J hydraulic, 43 

, horizontal, 43 

, reaction of, 37 

, thrust of, 31, 39 

'— ^, pitch of, 42 
Propulsion of vessels, 36 

, coeflScient of, 36 

Puddle, 6, 125 

waU, 125 

Pyrometers, 98 

Rainfall, 5 

Bain gauges, 6 

Rate of combustion, 106 

Ratio of expansion, 114 

Reaction wheels, 15 

Reservoirs, water, 5, 6, 125 



Resistance, fluid, 33-36 

, moment of, 58, 60 . 

Retaining walls, 78-82 
Rolling of ships, 27 

, measurement of the, 32 

Rolling circle, 41 

Screw propellers, 42 
Shearing actions, 51 
Ships, rolling of, 27 

, action of waves on, 31 

, motions of, 32 

1 resistance to motion of, 33 

, conatruction of, 44-50 

, composite, 46 

, strains in, 46-49 

, freeboard of, 50 

Simpson's rule for areas, 26 
Slip of propellers, 37 
Smoke, 104, 111 
Solids, expansion of^ 94, 95 
Specific heat, 100, 109 

gravity, 20 

Spectrum analysis, 130 
Speed of water wheels, 13 
Springs, strength of, 88, 89 
Stability of floating bodies, 24-26 

of structures, 78-85 

Steam boilers, 106-108 

engines, 110-121 

, expansion of, 113-117 

Stiffness, 24, 27 

Storage of water, 5 

Strains in girders, 51-61 

Stream lines, 33 

Strength of structures, 51-66 

Structures, strength of, 51-66 

, stability of, 78-85 

Sulphur, combining weight of, 103 
Surface of buoyancy, 23 

condensers, 121 

Suspension bridges, 71 

Temperature, 90, 97, 98 
of the ocean, 93, 94 
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Temperature, abfiolate, 98 

y absolute zero of, 98, 99 

Thermodynamics, 90-109; 
Thermometers, 97 
Thrust of propellers, 31, 39 
Towers, stability of, 82-85 
Trade winds, 93 
Transmission of heat, 92-94 
Trochoid curve, 30 
Tubular girders, 69 
Turbines, 14 

Undebshot water wheels, 7-11 

Vessels, oonstruction of, 44-50 

, propulsion of, 36-44 

Viaduct, Crumlin, 68 
Vortex water wheels, 14 



Wabren girder, 67 

, strains in, 63-66 

Water, evaporation of, 5, 110 

, expansion o^ 96, 97 

, flow of, 128 

pipes, 126, 127 

power, 5-17 

, storage of, 5 

supply, 124 

wheels, 7-15 

Water-pressure engines, 16 
Waves, 28-30 
Wind power, 17 
Windmills, 17, 18 
Wood as fuel, 106 
Work, 2 



THE END. 
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Bridges. 

Estimates and Diagrams of Railway Bridges for Tumpikey Public, 
and Occupation Roads, in the Embankments of Double or Single 
Lines, and cuttings of Double Lines, with! Fonn for Calculating 
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table of 
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Chimneys, how to build 
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Paviors* memoranda 
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Carpentry. 
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revised from the original edition, and psutly re-written, by John 
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trated with 48 plates and 150 wood engravings^ crown 8vo, hand- 
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illustrated by numerous wood engravings^ post 8vo, cloth, is, 
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Cotton Cultivation in its various details, the Barrage of Great 
Rivers, and Instructions for Irrigating, Embanking, Draining, and 
Tilling Land in Tropical and other Countries possessing high ther- 
mometric temperatures, especially adapted to the improvement of 
the cultural soils of India, by Joseph Gibbs, Member Institute 
Civil Engineers, with 5 plates^ crown 8vo, cloth, 7J. 6^. 
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A complete System of Setting-out Railway Curves, comprising the 
necessary alternative methods, with full Tables of the Angles, Dis- 
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crown 8vo, cloth, lor. td, 
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Curve Tables. 

Tables for Setting-out Railway Curves, arranged by Chas. Pullar 
Hogg, C.E., a series of cards arranged for Manipulation, with a 
sheet of explanations and examples, in neat cloth case, 4^. 6d. 

These Tables are intended to facilitate the ranging of circular Arcs, by the 
method of Tangential Angles, introduced by Professor Rankine : they are 
suitable for any unit of length, British or Foreign, so long as the angles and 
the arcs are expressed in the same unit The angles are given in degrees, 
minutes, and decimals. 

Dilapidations. 

Dilapidations, a text-book for Architects and Surveyors, in tabulated 
form, by Banister Fletcher, Assoc. R1. Inst. Brit. Arch, (author 
of Model Houses), showing who are liable. for Dilapidations, and 
the extent of the liability of Lessors, Lessees, Tenants at wiD, 
Tenants by Elegit, Statute, Merchant, or Staple Tenants in fee 
simple. Tenants in tail, Tenants for life. Tenants for years without 
impeachment of Waste, Mortgagor, Mortgagee in possession. Yearly 
Tenants, Tenants in common, and joint Tenants, Rights of copar- 
ceners ; also what are dilapidations and waste, and further tully 
instructs the surveyor how to take and value them, to which is 
added the duties of surveyors, with a table of legal cases, embracing 
the most recent, and illustrated throughout by examples drawn froni& 
the author's experience, and latest legal decisions, i2mo, cloth, 5^. 

Earthwork disables. 

Tables for Computing the Contents of Earthwork in the Cuttings, 
and Embankments of Railways, by W. Macgregor, royal 8vo, 
doth, 6s, 

Electric Telegraph. 

An Elementary Treatise on Electrical Measurement for thi: Use of 
Telegraph Inspectors and Operators, by Latimer Clark, with 
numerous woodcuts^ crown 8vo, cloth, 6.r. 

Electric Telegraph. 

Electrical Tables and Formulae for the Use of Telegraph Inspectors 
and Operators, compiled by Latimer Clark and Robert Sabine, 
with wood engravings^ crown 8vo, cloth, I2.r. 6^. 

Electrical Standards. 

Reports of the Committee on Electrical Standards appointed by 
the British Association for Uie Advancement of Science, reprinted 
by permission of the Council, revised by Sir W. Thomson, LL.D., 
F.R.S., Dr. J. P. Joule, F.R.S., Professors J. Clerk Maxwell, 
M.A., F.R.S., and F. Jenkin, F.R.S., with a Report to the Royal 
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Society on Units of Electrical Resistance, and the Canton Lectures 
delivered by Professor Jenkin before the Royal Society of Arts. 
Edited by Professor Jenkin, F.R.S., 8vo, cloth, price 9;. 

Engineering, Spons' Dictionary ofl ' 

Civil, Mechanical, Military, and Naval : with Technical Tenns, in 
French, German, Itahan, and Spanish; to be completed in 96 
fortnightly Nos,, impei*ial 3vq size, 32 pages, at is, each, the whole 
illustrated By many thousand engravings. 

VoL I, containing 2273 wood engravings, 11 52 pp., and nearly 200 
distinct Treatises, hsuidsomely half-bound in motocco, top edge gilt, 2/. 8x. 

Vol. 2, containing 2216 wood engravings, 960 pp., and nearly 100 distinct 
Treatises, handsomely half-bound in morocco, top edge gilt, 2L 2x. 

Vol. 3, completing the work, will be ready in November, half-bound in 
morocco, top edge gilt, 2/. 2s. 

Also in Divisions, containing 12 Nos. bound in cloth at X3X. 6^., i to 6 
now ready. 

Engineering Drawing. 

An Elementary Treatise on Orthographic Projection, being a new 
method of Teaching the Science of Mechanical and Engineering 
Drawing, intended for the instruction of Engineers, Architects, 
Builders, Smiths, Masons, and Bricklayers, and for the use of 
Schools, with numerous illustrations on wood and steel, by 
William Binns, Associate Institute Civil Engineers, late Master 
of this Mechanical Drawing Class at the Department of Science and 
Art, and at the School of Mines, formerly Professor of Applied 
Mechanics at the College for Civil Engineers, &c., sixth edition, 
8vo, cloth, gj. 

Mr. Binn^ System of Mechanical Drawing is in successful 
operation in all the Art Schools of the United Kingdom, 

Engineering Drawing* 

The Second Course of Orthographic Projection ; being a continua- 
tion of the New Method of Teachmg the Science of Mechanical and 
Engineering Drawing ; with som« Practical Remarks on tfie Teeth 
of Wheels, the Projection of Shiidows, Principles of Shading, and 
the Practice of Making to Scale Drawings from Actual Machinery. 
Intended for the instruction of Engineers, Architects, Builders, 
Smiths, Masons, and Bricklayers, and for the use of Science Schools 
and Classes, with numerous ilhtstraitons, by William Binns, 
Consulting Engineer, Associate LC.E., late Master of the Mecha- 
nical Drawing Class at tiie Department of Science and Art, and at 
the Royal School of Mines ; formerly Professor of Applied Mechanics 
at the College for Civil Engineers, &c., 8vo, cloth, los. 6d. 
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Engineers' Companion. 

The Office and Cabin Companion for Engineers and Officers of 
Steam Vessels, consisting of observations, rules, and tables to 
.facilitate such Calculations as Naval Officers and Engineers are 
called upon to make, by J, SiMOND Holland, second edition, 
i2mo, clotji, 3Jt 

Engineers' Pocket-book. 

The Pocket-book of Pocket-books, being Molesworth and Hurst's 
Pocket-booksj printed on thin paper and bound together in one 
volume, royal 32mo, russia, gilt edges, izs, 6d, 

Engineers' Pocket-book. 

A Pocket-book of Useful Formulae and Memoranda for Civil and 
Mechanical Engineers, by Guilford. L. Molesworth, Member 
of die Institution of Civil Engineers, Consulting Engineer to the 
Government Qf India for State Railways, seventeenth edition, 
revised, with considerable additions by the author, containing 150 
additional pages, royal 32mo, roan, 6s, 

• Ditto, interleaved with ruled Paper for Office use, 9J. 

Ditto, printed on thin paper for the waistcoat pocket, 6s, 

Engineers' Price Book. 

Applebys' Illustrated Handbook of Machinery and Iron Work, with 
the Cost, the Working Expenses, and the Results obtained- in the 
use o£ Steam and Hand Cranes, Pumps, Fixed and Portable Steam 
Engines and various other Machines ; with Weight, Measurement, 
&c., &c. ; also Prices of Tools, Iron Work, Stores, and Materials 
required by Civil and Mechanical Engineers, Merchants, and 
others; together with numerous Tables and Memoranda, by 
Appleby, Bros., Engineers, many hundred wood engravings^ 8vo, 
cloth, i2s, 6d, 

Engineers' Tables. 

Spons' Tables and Memoranda for Engineers, selected and arranged 
by J. T. Hurst, C.E., author of Architectural Surveyors' Hand- 
book, Hurst's Tredgold's Carpentry, &c., 64mO| roan, gilt edges, is, 

YrenxHcL Measures. 

French Measures and English Equivalents, by John Bkook. For 
the use of Engineers, Manufacturers of Iron, Draughtsmen, &c., 
i8mo, roan, is, 

" In a series of compact Tables the English values of the French measures 
are arranged from one to a thousand millimetres, and from one to a hundred 
metres ; the fractions of an inch progressing in sixteenths are also reduced 
to French values. The Httle book will be foukd useftd to almost every 
engineer.'' — Engineering, 
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French Polishing. 

The French Polisher's Manual, by a French Polisher, containing 
Timber Staining, Washing, Matching, Improving, Painting, Imita- 
tions, Directions for Staining, Sizing, Embodying, Smoothing, Spirit 
Varnishing, French Polishing, Directions for Re-polishing, royal 
32mo, sewed, 6^. 

Gas. 

Analysis, Technical Valuation, Purification and Use of Coal Gas^ 
by the Rev. W, R. Bowditch, M.A., with wood engravings^ 8vo, 
cloth, I2J. 6^. 



Gold and Silver Mining. 

The Mining and Metallurgy of Gold and Silver, by J. Arthur 
Phillips, Mining Engineer, in one large voL, royal 8vo, cloth, 
illustrated with 84 wood engravings and Z folding plates of work- 
ing drawings^ 31J. d^T. 

Gunner's Pocket-book. 

Bridges' Gunner's Pocket-book, compiled by^ Captain T. W. 
Bridges, H.P. Royal Artillery, crown 32mo, roan, is, \ or morocco, 
IS, 6d, 

m 

Heat. 

A Practical Treatise on Heat, giving Data, Rules, and Tables to 
facilitate the practical application of the Laws of Heat to the Useful 
Arts ; illustrated by examples worked out in detail, for the use of 
Engineers, Architects, &c., by Thomas Box, author of ' Practical 
Hydraulics,' numerous plates, post 8vo, cloth, 8r. 6^. 

Hydraulics. 

Practical Hydraulics : a Series of Rules and Tables for the use ol 
Engineers, &c., &c., by Thomas Box, second edition, numerous 
plates, post 8vo, cloth, 5J. 

Indian Engineering. 

India and Indian Engineering, three Lectures delivered at the Royal 
Engineer Institute, Chatham, in July, 1872, by Julius George 
, Medley, Lieut-CoL R.E., Assoc. Inst. C.E., Fellow of the Calcutta 
University, Principal Thomason, Civil Engineering College, 
Roorkee, crown 8vo, cloth, 3^^. 

Iron. 

Iron as a material of Construction, by William Pole, C.E.^ 
F.R.S., illustrated by wood engravings, crown 8yo, cloth, 6j. 
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Iron and Steel. 

The Journal of the Iron and Steel Institute, edited by JNO. JONES, 
F.G.S., and David Forbes, F.R.S., published quarterly in 8vo, at 
5^. each Part. 

Iron Construction. 

Works in Iron, Bridge and Roof structures, by EwiNG Matheson, 
numerous engravings^ royal 8vo, cloth, 15J. 

Link-Motion. 

Link-Motion and Expansion- Gear practically considered, by N. P. 
Burgh, Engineer, illustrated with 90 plates and 229 wood 
engravings^ small 4to, handsomely half-boimd in morocco, 2/. 2^*. 

Mechanical Engineering. 

The Mechanician and Constructor ' for Engineers, comprising 
Forging, Planing, Lining, Slotting, Shaping, Turning, Screw 
Cutting, &c., by CAMERON KNIGHT, illustrated by 96 4to plates^ 
containing 1147 illustrations^ and 397 pages of letterpress^ 4to, 
half-morocco, 2/. 12s, dd. 

Mechanics. 

The Essential Elements of Practical Mechanics, based on the prin- 
ciple of work, designed for Engineering Students, by Oliver 
Byrne, formerly Professor of Mathematics, College for Civil 
Engineers, second edition, illustrated by numerous wood engrav- 
ings^ post 8vo, cloth, ^s, 6d. 

Metric Weights and Measures. 

Scales for the Ready tomparisom of British and Metric Weights 
and Measures, by A. L. Newdigate, M.A., in neat cloth case, 5^. 

Military Terms. 

A Handy Dictionary of Military Terms, by Major W. W. Knollys, 
F.R.G.S., 93rd Sutherland Highlanders, Garrison Instructor, Home 
District, &c., i8mo, cloth, 2s, 

Mill Gearing. 

A Practical Treatise on Mill Gearing, Wheels, Shafts, Riggers, &c., 
for the use of Engineers, by Thomas Box, post 8vo, cloth,^ wit/t 
eight plates, 5^. 

Mill Work. 

Buchanan's (R.) Practical Essays on Mill Work and other 
Machinery, with examples of tools of modem invention, and Supple- 
ment, edited by T. Tredgold and G. Rennie, SS plates, 3 vols., 
royal 8vo, cloth, 21J. 
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MiUwright'B Guide. 

The Practical Millwright's and Engineer's Ready Reckoner, or 
Tables for finding the diameter and power of cog-wheels, diameter, 
weight, and power of shafts, diameter and strengdi of boUs^ &c.| by 
Thomas Dixon, third edition, i2mo, cloth, sj. 

Mine EngiBeering. 

A New Edition of a Practical Treatise on Mine Engineering, by 
G. C. Greenwell, F.G.S., Colliery Viewier, Member of the North 
of England Institute of Mining Engineers, &c., &c., &c., containing 
64 coloured plates drawn to a large scale^ and 255 pp, of letterpress^ 
imp. 4to, handsomely half-bound in morocco, 2/. I5<r« 

Mining. 

Records of Mining and Metallurgy ; or. Facts and Memoranda for 
the Use of the Mine Agent and Smelter, by J. Arthur Phillips 
and John Darlington, in crown 8vo, cloth, illustrated with 
wood engravings^ 4J. 

Narrow Gauge Kailways. 

Narrow Gauge Railways, by C. E. Spooner, C.E., F.G.S., illus' 
tratedwith 2^ folding plates , 8vo, cloth, I2j. 6d, 

contents : 

Copy of Paper read at the '* Inventors' Institute ". on Narrow Gauge 
Railways — The FestiAtpg Railway — Experiment on the Festiniog Railway 
—Captain Tyler's Report — The Railways of the Future — Advantages 
gained by Narrow Gauge Railways — Railway Gauges — Narrow Gauge 
Rolling Stock — Battle of the Gauges — Indian iUilway Gauges and 
Rolling Stock, &c 

Outpost Duty. 

Practical Lessons in Reconnoitring, Outpost Duty, &c., suggested 
by the late Autumn Manoeuvres, Nos. i and 2, each i^. 6cL 

Perpetual Motion. 

Perpetuum Mobile ; or,. Search for Self-Motive Power during the 
17th, 1 8th, and 19^1 centuries, illustrated from various authentic 
sources in papers, essavs, letters, paragraphs, and numerous patent 
specifications, with an Introductory Essay by Henry Dircks, C.E., 
with numerous engravings of machines, crown 8vo, cloth, los, 6d, 

Ditto, Ditto, Second Series, with numerous engravings and 
portraits^ crown 8vo, cloth, lor. 6^ 

Hallway Crossings. 

Switches and Crossings. ; Foroiulae for ascertaining the Angles of 
Crossings, the Lengths of Switches, and the Distances of the Points 

J^ A.W' V. spoil ;X)Oa{PQir AI19 JB|^W.Y<%|tS.; 
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of the Crossings and the Heels of the Switches from the Springing 
of the Curve, by W. Donaldsqn, M.A., A.LC.E., author of * A 
Treatise on Oblique, Arches,' pht^y 8vo^ cloth^ lor. td* 

Beservoirs. 

On the Construction of Catch-water Reservoirs in Mountain Districts 
. for the Supply of Towns or for other purposes, by^ C. H. Beloej 
author of the Handbook of the Livei^pool Waterwprksj plates^ 'Svo, 
cloth, 5^. 

Beservoirs. 

On the Designing and Constructing of Storage Reservoirs, by 
Arthur Jacob, B.A*, folding piaUsy Svo, stiff wrapper, zs% 

Betaining Walls. 

A Treatise on Retaining Walls, by J. S. Tate, C.E.j Svo, sewed^ 2J. 

Bopemaking. 

A Treatise on Ropemaking as practised in public and private Rope- 
yards, with a Description of the Manufacture, Rule?, Table of 
Weights, &c., adapted to the Trade, Shipping, Mining, Railways, 
Builders, &c., by R. Chapman, formerly foreman to Messrs. 
Huddart & Co., Limehouse, and late Master Ropemaker to H.M. 
Dockyard, Deptford, second edition, i2mo, cloth, 3^. 

Sanitary Engineermg. 

Sanitary Engineering, a Guide to the Construction of Works of 
Sewerage and House Drainage, with Tables for facilitating the 
Calculations of the Engineer, by Baldwin Latham, C.E., Mem. 
Inst. C.E., Past President of the Spciety of Engineers, numerous 
engravings^ Svo, cloth, i/. loj. 

Sewage. 

A Handbook of Sewage Utilization, by Ulick Ralph Burks, M.A., 
Barrister-at-Law, crown Svo, cloth, 3J. 6^ 

This work treats L : Of th^ evils of the present system, of Sewage Treat- 
ment, the Pollution of Water, and the Waste of Manure. II. Remedies, 
Privy, and Ash-pit ; Eureka System ; Milan, Goiil, and M6ule*& Systems. 
III. Treatment of Sewage by Chemical means, Expetiments with lime ; 
Lime and Chloride of Iron ; Sulphate of Ammonia ; -Holden's Process ; 
Sulphate of Alumina ; Persajtsof Iron ;. Blvth, Lelik, Phosphate, ABC, 
Scott, and Hille Processes ; Filf ration. IV. Irrigation. With-aa Appendix, 
including the Law relating to Sewage Utilization. 
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Sewage. 

The Sewage Question; on the Treatment and Utilization of 
Sewage, the Preparation of Land for Irrigation, and for Intermittent 
Downward Filtration, by J. Bailey Denton, M. Inst C.E,, F.G.S., 
8vo, sewed, 2s, 



Mines. 

Vazeeri Rupi, the Silver Country of the Vazeers, in Kulu ; its 
Beauties, Antiquities, and Silver Mines, including a trip over the 
lower Himalayah range and Glaciers, by J. Calvert, F.G.S., Mem. 
Inst. C.E., illustrated with a map and coloured plates^ 8vo, cloth, 
i6f. 

Slide-Valve. 

The Slide- Valve, practically considered by N. P. BURGH, Engineer, 
third edition, containing 88 illustrations^ and 121 pages of letter- 
pressy crown 8vo, cloth, 5^. 

Specifications, 

Practical Specifications of Works executed in Architecture, Civil 
and Mechanical Engineering, and in Road Making and Sewering ; 
to which are added a series of practically useful Agreements and 
Reports, by John Blenkarn, with infolding plates^ 8vo, cloth, i8j* 

List of Plates. 



9 Details of Ironwork. 

10 Details of Ironwork, Piling, &c 

11 Section of Artesian Well. 

1 2 Elevation and Section of Wrought- 

Iron Bridge. 

13 Plan, Elevation, and Section of 

Wrought-Iron and Brick Bridge. 

14 Section and Plan of Engine and 

Engine House. 

15 Elevation of Timber Bridge. 



1 Elevations and Plans of Cottages 

at Bamet 

2 Elevations and Plans of Houses at 

Maidstone. 

3 Elevation and Section of Villa at 

East Cowes. 

4 Ground and First Floor of Ditto. 

5 Elevation of ViUa at East Cowes. 

6 Ground and First Plan of Ditto. 

7 Details of Sewer Work. 

8 Details of Ironwork, Piling. 

Steam Boilers. 

New Work on Boiler Engineering, complete in 20 parts, 19 at 3^., 
and I at dr., or handsomely half-bound morocco, cloth sides, 
3/. 13J. 6^., a Practical Treatise on Boilers and Boiler Making, by 
N. P. Burgh, Mem. Inst. Mech. Eng., illustrated with numerous 
wood efigravings and plates of working drawings^ 3/. 13^. 6^. 

Steam Engine. 

Modem Marine Engineering applied to Paddle and Screw Propul- 
sion ; consisting of 2f> plates^ 259 wood engravings , and 403 pages 
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of descriptive matter, the whole being an exposition, of the present 
practice of the following fimis : — Messrs. J. Penn and Sons ; 
Maudslay, Sons, and Field ; James Watt and Co. ; J. and G. 
Rennie ; R. Napier and Sons ; J. and W. Dudgeon ; Ravenhill and 
Hodgson ; Humphreys and Tennant ; Mr. J. F. Spencer ; and 
Messrs. Forester and Co., by N. P. Burgh, Engineer, 4to, cloth, 
2/. 5J. 

Steam Engine. 

Modem Compound Engines, being a Supplement to Modern 
Marine Engineering, by N. P. Burgh, Mem. Inst. Mech. Eng., 
demy 4to, cloth, i8j. 

The following firms have contributed Working Drawings of their best 
■and most modem examples of Engines fitted in the Royal and Mercantile 
Navie". : — Messrs. Maudslay, Rennie, Watt, Dudgeon, Humphreys, 
Ravenhill, Jackson, Perkins, Napier, Elder, Laird, Day, Allibon, and 
Burgh. 

Steam Engine. 

Practical Treatise on the Condensation of Steam ; contained in 
262 pages of letterpress, and illustrated with 212 engravings, by 
N. P. Burgh, Engineer, super-royal 8vo, cloth, 25^. 

Steam Engine. 

A Pocket-book of Practical Rules for the proportions of Modern 
Engines and Boilers for Land and Marine purposes, by N. P. 
Burgh, 4th edition, with Appendix, royal 32mo, roan, 4^. id. 

Details of High-pressure Engine, Beam Engine, Condensing, Marine 
Screw Engines, Oscillating Engines, Valves, &c., Land and Marine Boilers, 
Proportions of Engines produced by the rules, Proportions of Boilers, &c. 

Steam Engine. 

Practical Illustrations of Land and Marine Engines, showing in 
detail the modern improvements of High and Low Pressure, Surface 
Condensation and Superheating, together with Land and Marine 
Boilers, by N. P. BuRGH, Engineer, 20 plates in double elephant, 
folio, cloth, 2/. 2s. 

Steam Engine. 

Notes on the Theory of the Steam Engine, being part of a course 
of instruction in the subject, given in the Royal School of Naval 
Architecture and Marine Engineering, by James H. Cotterill, 
M.A., Vice-Principal of the Royal School of Naval Architecture 
and Marine Engineering, 8vo, sewed, 3 J. 
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Strength of Beams. 

On the Strength of Beams, Columns, and Arches, considered with 
a view to deriving methods of ascertaining the practical strength of 
any given section of Beam, Colamn, or Arch, in Cast Iron, Wrought 
Iron, or Sted, by B. Baker, numerous cuts^ crown 8vo, cloth, 9^. 

Strengrth of Beams. 

New Formulas for the Loads and Deflections of Solid Beams and 
Girders, by WILLIAM DONALDSON, M.A., Assoc. Inst. C.E., 8vo, 
cloth, 4f. 6d, 

Sugar. 

The Practical Sugar-Planter ; a Complete Account of the Cultivation 
and Manufactiure of the Sugar-cane, according to the latest and 
most improved p>rocesses, describing and comparing the different 
systems pursued in the East and West Indies, and the Straits of 
Mdacca, and the relative expenses and advantages attendant upon 
each, being the result of sixteen years* experience of a sugar-planter 
in those countries, by Leonard Wray, Esq., with numerous 
illustrations^ 8vo, cloth, los, 6d. 

Sugar Machinery. 

A Treatise on Sugar Machinery, by N. P. Burgh, Engineer, with 
16 plates^ drawn to a large scale^ royal 4to, cloth, 30^-. 

Sulphuric Acid. 

The Chemistry of Sulphuric Acid Manufacture, by HENRY ARTHUR 
Smith, cuts^ crown 8vo, cloth, \s, 6d, 

Surveying. 

The Principles and Practice of Engineering, Trigonometrical, 
Subterraneous, and Marine Surveying, by Charles Bourne, C.E., 
third edition, numerous plates and woodcuts^ 8vo, cloth, 5^. 

Surveying. 

A Practical Treatise on the Science of Land and Engineering 
Surveying, Levelling, Estimating Quantities, &c., with a general 
description of the several Instruments required for Surveying, 
Levellmg, Plotting, &c., by H. S. Merrett, 41 fine plates^ with 
illustrations and tables^ royal 8vo, cloth, 12s, 6d, 

Table of Logarithms. 

Table of Logarithms of the Natural Numbers, from i to loSyooo, 
by Charles Babbage, Esq., M.A., stereotyped edition, royal Svo, 
cloth, 7^. ()d. 
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Tables of Squares and Cubes. 

Barlow's Tables of Squares, Cubes, Square Hoots, Cube Roots, 
Reciprocals of all Integer Numbers up to 10,000, post 8vo, 6s. 

Teeth of Wheels. 

Camus (M.) Treatise on the Teeth of Wheels, demonstrating the 
best forms which can be given to them for the purpose of Ma- 
chinery,' such as Millwork and Clockwork, and the art of finding 
their numbers, translated from the French, third edition, carefully 
revised and enlarged, with details of the present practice of Mill- 
wrights, Engine Makers, and other Machinists, by Isaac Hawkins, 
illustrated by \Z plates y 8vo, cloth, 5^. 

Telegraphy. 

Journal of the Society of Telegraph Engineers, including original 
Communications on Telegraphy and Electrical Science, edited by 
Major Frank Bolton and G. E. Preece. Parts I., II., 
* and III., demy 8vo, sewed, with wood engravings ^ ^s, each. To be 
continued quarterly. 

Torpedo Warfare. 

A Treatise on Coast Defence ; based on the experience gained by 
Officers of the Corps of Engineers of the Army of the Confederate 
States, and compiled from Official Reports of Officers of the Navy 
of the United States, made during the North American War from 
1861 to 1865, by Von Scheliha, Lieutenant-Colonel and Chief 
Engineer of the Department of the Gulf of Mexico, of the Army of 
the late Confederate States of America ; with numerous fine plates, 
imperial 8vo, elegantly bound in cloth, top edge gilt, 15 J., or with 
the plates coloured, 30J. 

Trevithick. 

The Life of Richard Trevithick (Inventor of the High-pressure 
[ Steam Engine), with an Account of his Inventions, by Francis 
Trevithick, C.E., 2 vols., medium 8vo, cloth, illustrated by a steel 
portrait, lithographs, and numerous beautiful wood engravings, 
including many accurate illustrations of Cornwall, its Mines, and 
Mining Machinery, i/. idr. 

Turbine. 

A Practical Treatise on the Construction of Horizontal and Ver- 
tical Water- Wheels, with eleven plates, specially designed for the 
use of operative mechanics, by William Cullen, Millwright and 
' Engineer, second edition, revised and enlarged, small 4to, cloth, 
i2s, 6d, 
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Turning. 

The Practice of Hand-turning in Wood, Ivory, Shell, &c., with 
Instructions for turning such work in Metal as may be required in 
the Practice of Turning in, Wood, Ivory, &c. ; also an Appendix on 
Ornamental Turning, by Francis Campin, second edition, luith 
wood engravings^ crown 8vo, cloth (a book for begiimers), 6x. 

Valve Gtears. 

Treatise on Valve Gears, with special consideration to the Link- 
Motionsof Locomotive Engines, by Dr. GuSTAV Zeuner, third 
edition, revised and enlarged, translated from the German, with 
the special permission of me author, by MORITZ Muller, plates, 
8vo, cloth, i2s,6d. 

Ventilation. 

Health and Comfort in House Building, or Ventilation with Warm 
Air by Self-acting Suction Power, with Review of the mode of 
calculating the Draught in Hot-Air Flues, and with some actual 
Experiments, by J. Drysdale, M.D.,and J. W. Havward, M.D., 
demy 8vo, with plates^ cloth, 7^. 6^, 

Weight of Iron. 

Tabulated Weights of Angle, T, Bulb, and Flat Iron, for the use 
of Naval Architects and Shipbuilders, by Charles H. Jordan, 
M.I.N.A., i8mo, sewed, is, 6a. 

Wood-working Factories. 

On the Arrangement, Care, and Operation of Wood-working Fac- 
tories and Machinery, forming a complete Operator*s Handbook, 
by J. Richards, Mechanical Engineer, woodcuts^ crown 8vo, cloth, 

Wood-working Machines. 

A Treatise on the Construction and Operation of Wood-working 
Machines, including a History of the Origin and Progress and 
Manufacture of Wood-working Machinery, by J. Richards, M.E., 
crown 4to, cloth, with numerous wood engravings^ it, Ss. 

Workshop Beceipts. 

Workshop Receipts for the use of Manufacturers, Mechanics, and 
Scientific Amateurs, by Ernest Spon, crown 8vo, cloth, ss. 

Tachts. 

Yachts and Yacht Building, being a Treatise on the Construction 
of Yachts and other matters relating to Yachting, by P. R. Marett, 
second edition, enlarged, iltustrated with 12 folding ptaieSy ^tmy 
8vo, cloth, I2J. 6d. 
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